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PREFACE 


Hugh  C.  Smith 


This  volume  contains  statistical  data  ,  with  some  narrative,  on  the  history 
of  each  building  on  the  Delta  State  University  campus,  as  well  as  those 
structures  which  have  been  removed  or  razed  during  the  life  of  the  institu- 
tion.    In  addition,  the  compilation  includes  an  inventory  of  lands  currently 
owned.     Photographs  of  buildings  and  landmarks  historically  identified  with 
Delta  State  University  are  used  to  record  in  perpetuity  the  physical 
appearance  of  the  campus  . 

It  is  my  hope  that  this  compilation  will  be  instructive  and  helpful  to  those 
who  seek  to  know  more  about  the  history  of  the  institution.     Too,  I  hope  that 
it  will  serve  to  strike  a  nostalgic  chord  or  two  among  the  many  who  have  come 
to  love  Delta  State  University. 

Funding  for  this  document  was  made  available  through  the  Office  of 
Institutional  Research. 


^./^  n 


Hugh  C.  Smith' 
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FOREWORD 


HughC.  Smith  combines  a  knowledge  of  the  history  of  Delta  State  University 
with  a  genuine  love  for  the  institution  better  than  any  other  individual.  He  is 
imminently  qualified  to  compile  this  physical  facilities  record. 

He  came  to  Delta  State  University  as  a  student  in  the  early  1940s,  and 
began  his  employment  at  the  University  as  manager  of  the  college  bookstore 
while  he  was  still  a  student.     After  World  War  II,   he  became  Financial 
Secretary  and  Business  Manager  of  Delta  State,  a  position  he  has  held  for 
almost  thirty-five  years.     He  has  served  three  presidents  loyally  and  faithfully 
and  each  recognized  the  efficient  services  he  provided. 

These  years  of  continuity  under  Hugh  Smith  have  contributed  to  Delta  State 
University's  rating  as  one  of  the  best-managed  institutions  of  higher  learning 
in  the  state  of  Mississippi.     His  tirelessness  and  persistence  in  getting  a 
task  done  well  is  almost  legend  on  the  Delta  State  University  campus. 

Through  the  years  he  has  served  the  University  in  numerous  and  varied 
ways  from  developing  rapport  with  state  officials,  financial  benefactors,  and 
alumni  to  assisting  in  planning  architectural  projects  and  campus  designs. 
Indeed,  few  may  know  that  he  is  primarily  responsible  for  the  uniformity  of  the 
brick  used  since  1947  in  all  Delta  State  University  buildings.     This  has  added 
immeasurably  to  the  beauty  and  symmetry  of  the  University's  physical  plant. 

One  of  Hugh  Smith's  proudest  accomplishments  is  that  Delta  State  University 
has  operated  "in  the  black"  during  each  of  his  years  as  Financial  Secretary 
and  Business  Manager.     This  sound  fiscal  status  is  a  tribute  to  his  work  and 
the  dedication  of  his  competent  staff  in  the  Business  Office. 

This  volume  has  been  a  labor  of  love  for  Hugh  Smith  for  he  feels  that  he  is 
a  part  of  every  structure  on  the  Delta  State  campus;  yet  his  most  special 
affection  is  reserved  for  young  people  who  study  here.     Certainly  they  are  the 
ones  who  have  made  these  structure  of  brick  and  mortar  come  alive  and  have 
made  them  worthy  of  this  attention. 

KENT  WYA^ 

President 

Delta  State  University 
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Architect: 


BAILEY  HALL 


(ORIGINALLY  BAILEY  SCIENCE  HALL) 


Original  Data 


Raymond  Birchett 
Vicksburg,  Mississippi 


Total  Cost 


$      20,227 


SqFtCost 
$  .70 


General  Wright  &  Maugh  Construction  Co.      $   285,452 

Contractor:  Leland,  Mississippi 


$      9.84 


Mechanical 
Contractor: 


Ramsey-Thurmond  Co. 
Kosciusko,  Mississippi 


$      36,736  $       1.27 


Electrical  L.  L.  Garner  Electric  Co. 

Contractor:  Jackson,  Mississippi 


$      17,885  $         .62 


Other:  Equipment 

Totals: 
Year  Completed:  1951 


$      19,700 
$  380,000 


$         .68 


$    13.11 


Source  of  Funds:         State  Legislature:    Senate  Bill  237,  Laws  of  Mississippi,   1948 


Principal  Use: 


Science  classrooms,   laboratories,  and  offices;  conv-rted  to 

general  classroom  and  office  use  in  1982 

3 


Gross  Area 
1st  Floor        19,136       sq  ft 
2nd  Floor       10,009       sq  ft 
3rd  Floor 


Other 
Totals 

HEAT 


TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 
BAILEY  HALL 
(ORIGINALLY  BAILEY  SCIENCE  HALL) 
Floor  Plan  Footage 
Assignable  Area 
13,702       sq  ft 
8,090       sq  ft 
sq  ft 
sq  ft 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING. 


sq  ft 
sq  ft 


29,  145       sq  ft 


21,792       sq  ft 
Utilities 


Other  Areas 

Circulation      5,710  sq  ft 

Custodial                90  sq  ft 

Rest  Rooms      l,  133  sq  ft 

Mechanical         420  sq  ft 

7,353  sq  ft 


Type:      Natural  Gas 


No.  of  Units: 


Unit  Manufacturer:     Weil  McLain 

Capacity  Each  Unit:    Imput    1 ,  360  ,  000  Output    1,088,000 

Controls  Each  Unit:     Electric 

Type:      Pneumatic  No.  of  Units:      2 

Unit  Manufacturer:    Trane    ^ 

Capacity  Each  Unit:      1  -  120  Tons;  1  -  30  Tons 

Controls  Each  Unit:       Johnson 

Type:     Natural  gas  No.  of  Units:     1 

Unit  Manufacturer:      HESCO  ,   Inc. 

Size:     80  Gallons  Gas  Burning  Capacity:      180  BTU 

Controls  Each  Unit:      Hydrolic  electrical 

Type:     Pneumatic 

Manufacturer:      Honeywell 


BAILEY        HALL 

FIRST   FLOOR  -  NORTH  WING 


ROOM    NO 
SO     FT 


PiANO     STUDIO 


FIRSTFLOOR-NORTH   WING  8036 

FIRST  FLOOR-SOUTH  WINS        1  I  I  0  0 
SECOND   FLOOR  10009 


BUILDING     TOTAL 


Z9J4S 


BAILEY        HALL 

FIRST  FLOOR-  SOUTH   WING 
11,100    S  F 


BAILEY        HALL 

SECOND    FLOOR— lO.OOS 


o 
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Date 


REPAIRS,   RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 

BAILEY  HALL 
(ORIGINALLY  BAILEY  SCIENCE  HALL) 


Description 


Sq  Ft 
Added 


1951  A  greenhouse  unit  was  constructed  by  Delta  State 
maintenance  personnel  as  an  adjunct  to  Bailey  Science 
Hall  to  accommodate  plants  utilized  in  the  instruction 
of  biology. 

1952  The  State  Building  Commission  authorized  the  con- 
struction by  Delta  State  maintenance  personnel  of 
several  chemistry  desks,  built-in  display  cases,  and 
the  purchase  and  installation  of  fume  hoods  in  the 
chemistry  laboratory. 

1958  The  State  Building  Commission  authorized  funds  for 

the  renovation  of  the  nursery  school  area  housed  in 
Bailey  Hall  as  a  part  of  the  Home  Economics  Depart- 
ment as  well  as  an  addition  to  this  area  to  accommodate 
the  expanded  needs  of  the  nursery  school  program. 

1963  Under  HB  1201,  Laws  of  1962,  Delta  State  University 

was  allocated  $  8,000  to  repair  and  construct  museum 
cases  in  the  Science  Department  to  be  done  by 
University  maintenance  personnel. 

1971  The  State  Building  Commission  authorized  funding  for 

general  repairs,   including  painting,  plaster  work, 
change  of  partitions  to  accommodate  additional  offices , 
and  roof  work,  to  Bailey  Hall  to  be  done  by  University 
maintenance  department. 


1980  Under  SB  3048,  Laws  of  1980,  the  State  Building 

Commission  authorized  $  1,500,000  for  major  renova- 
tion of  Bailey  Hall  converting  it  to  a  classroom  and 
office  building  to  house  security,   student  affairs, 
nursery  school,  psychology,   speech  and  language 
communication,  speech audiology  and  hearing  with  spaces 
for  music  and  art.     Kaplan  &  Oakman,  Greenville, 
Mississippi,  were  architects  for  the  project.     Roy 
Collins  Construction  Co.  ,  Cleveland,  Mississippi, 


260 


466 


Cost 


$      1,000 


10,005 


10,750 


,000 


50,000 


REPAIRS.   RENOVATIONS,   AND  ADDITIONS  AS  OF  JANUARY  1.    1982 

BAILEY  HALL 
(ORIGINALLY  BAILEY  SCIENCE  HALL) 


Date 


Description 


Sq  Ft 
Added 


Cost 


was  the  low  bidder  at  $   1,354,000  including  sub- 
contractors of  Venice  Upchurch,  Greenwood,  Mis- 
sissippi, for  the  mechanical;  DeSoto  Electric  Co., 
Hernando,  Mississippi,  for  the  electric;  and  Koestler 
Tile  Co.,  Greenville,   Mississippi,  for  the  flooring. 
Architect  fees  were  $  90,505  with  contingency  at  the 
outset  at  $  53,894  and  miscellaneous  expenses, 
soil  testing,  advertisement,  etc.  at  $   1,601.    Proceed 
order  was  issued  8/31/81  for  completion  in  the 
summer  of  1982  . 


$   1,500,000 


HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 

BAILEY  HALL 

(ORIGINALLY  BAILEY  SCIENCE  HALL) 


Bailey  Science  Hall  honors  the  late  Thomas 
L,  Bailey,  Governor  of  the  State  of  Mississippi, 
1944-1947,  who  died  more  than  a  year  before 
his  term  expired.    A  portrait  of  Governor  Bailey 
by  Marie  Hull  hangs  in  the  lower  hallway. 

Bailey  Hall,  when  constructed,  accommo- 
dated the  sciences,  mathematics,   home    eco- 
nomics ,  nursery  school,  and  a  small  museum. 
The  facade  repeats  the  three  rounded  Roman- 
esque arches  used  on  Fielding  L.  Wright  Build- 
ing and  the  original  Scott  Hall. 

In  1971,  the  R.   L.  Caylor  Hall  was  com- 
pleted and  the  biology,   zoology,  and  physics 
programs  moved  from  Bailey  Hall  to  the  new 
facility  leaving  the  physical  sciences,  home 
economics  nursery  school,  and  mathematics 
in  Bailey  Hall.     The  vacated  areas  in  Bailey 
Hall  were  then  occupied  by  Military  Science 
and  the  ROTC  program,  Speech-Hearing 
Clinic,  and  the  expanded  needs  of  the 
Mathematics  Department. 


Thomas  L.   Bailey 


A  $  2,000,000  addition  to  R.   L.  Caylor  Hall, 
the  Eleanor  Boyd  Walters  Hall,  was  completed  in  December,    1976.     The  bal- 
ance of  the  sciences,  along  with  the  Mathematics  Department,  moved  from 
Bailey  into  Walters  Hall  during  the  week  of  January  4,    1977.     The  areas 
vacated  by  the  physical  sciences  and  mathematics  leaving  Bailey  were  then 
converted  to  use  by  the  Art  Department,   Music  Department  practice  studios, 
and  the  Reading  Laboratory  which  moved  from  Wright  Hall,  Zeigel  Hall,  and 
Broom  Hall. 

The  1980  Legislature  by  SB  3048  appropriated  $   1  ,500,000  for  a  complete 
renovation  of  Bailey  Hall.    Architects  Kaplan  &  Oakman,  Greenville,   Mis- 
sissippi, were  appointed  to  prepare  plans  and  specifications.    The  renovated 
building  when  completed  will  house  parts  of  the  Music  Department,  Art  Depart- 
ment, the  Divisi  )n  of  Social  Sciences,  a  Child  Day  Care  Center,  Campus 
Security,  Speech  Pathology  and  Hearing  Clinic  with  laboratories.  Psychology, 
and  offices  for  Student  Services.     Once  renovated  it  will  be  called  "Bailey  Hall, 
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BROOM  HALL 
(ORIGINALLY  BROOM  MEMORU\L  ADMINISTRATION  BUILDING) 

Original  Data 


Architect: 


C.  H.  Lindsley 
Jackson,   Mississippi 


Total  Cost 


Unknown 


Sa  Ft  Cost 


General 
Contractor: 


Currie  and  Corley  Co. 
Raleigh,   Mississippi 


$    266,130' 


9.90 


Mechanical 
Contractor: 


S.  S.  Richard  Co. 

Franklin,   Louisiana 


Unknown 


Electrical  Southern  Electric  Co. 

Contractor:  Hazelhurst,   Mississippi 


Unknown 


Other: 


Totals: 


$  266,130 


Year  Completed:  1929 

Source  of  Funds:         State  Legislature     1928 

Principal  Use:  Administration  offices,  classrooms,  and  auditorium 


Initial  inventory  value  as  established.     Original  amounts  unkno 


wn, 


$         9.90 
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Gross  Area 
1st  Floor  18,278 
2nd  Floor      10,109 


Other 
Totals 

HEAT 


TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 
BROOM  HALL 
(ORIGINALLY  BROOM  MEMORIAL  ADMINISTRATION  BUILDING) 

Floor  Plan  Footage 
Assignable  Area 
13,840       sq  ft 
7,   556      sq  ft 
3,270        sq  ft 
sq  ft 


Other  Areas 


sq  ft 
sq  ft 


3rd  Floor         4,397        sq  ft 


sq  ft 

32,784*     sq  ft 


24,766        sq  ft 
Utilities 


Circulation     6,319  sq  ft 

Custodial                62  sq  ft 

Rest  Rooms           ^23  sq  ft 

Mechanical    — §i?-  sq  ft 

8>018  sqft 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


Type:     Gas  hot  water  boiler  No.  of  Units:      1 

Unit  Manufacturer:      Cleaver  Brooks 

Capacity  Each  Unit:    Input     2  ,  500  ,  000  Output     2,000,000 

Controls  Each  Unit: 

Type:      Chilled  water  No.  of  Units: 

Unit  Manufacturer:      Chrysler 

Capacity  Each  Unit:      100  tons 

Controls  Each  Unit:      Pneumatic  -     Honeywell 

Type:      None  No.   of  Units: 

Unit  Manufacturer 


Size: 


Controls  Each  Unit: 


Gas  Burning  Capacity: 


CONTROLS 
FOR 

BUILDING: 


Type:       Pneumatic 
Manufacturer:       Honeywell 


^The  annex  and  balcony  additions  of  5,898  gross  square  footage  in  1947  and  1974 
not  included  in  original  square  foot  cost. 
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BROOM    HALL 
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ANNEX 

FIRST     FLOOR,  PART  TWO-   /02i     iQ   FT 


SEE   PART  TWO> 


ORGAN  CHASi 


SECONDFLOOR-PAHT  ONE -8072     SO    FT 
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BPOOM      HALL 


SECOND  FLOOR.  PART  TWO 


THIRD  FLOOR-   ^317    iO    FT 
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Date 


1947 


1960 


1968 


1971 


RFPATRS.   RENOVATIONS,    AMn  ADDITIONS  AS  OF  JANUARY  1,    1982 

RROOM  HALL 
(ORIGINALLY  BROOM  MEMORIAL  ADMINISTRATION  BUILDING) 


Description 


Sq  Ft 
Added 


The  State  Building  Commission,   under  HB  1127,   Laws 
of  1946,  authorized  an  addition  to  Broom  Hall  made  up 
of  three' large  classrooms  and  one  office  to  accommo- 
date the  sudden  increase  in  enrollment  casued  by  the 
influx  of  World  War  II  Veterans .    Architect  for  this 
addition  was  R.  W.  Naef,  Jackson,  Mississippi; 
the  contractor  was  M.  T.  Reed  Construction  Co.  , 
Jackson,  Mississippi.     This  added  some  .4,430  square 
feet  to  the  building,   included  in  the  total  of  the  floor 
drawing,  costing  $  47,780. 

The  State  Building  Commission  authorized  an  alloca- 
tion to  redecorate  and  purchase  new  stage  curtain, 
cyclorama,  and  draperies  for  Broom  Auditorium. 

The  State  Building  Commission  with  the  help  of  HEW 
under  Title  I,   College  Facilities  Act,   Proj  MISS-H-4- 
00241  at  $  90,691,  authorized  a  complete  renovation 
of  Broom  Hall  including  central  air  conditioning  and 
heating  and  complete  renovation  of  the  annex  to 
Broom  Hall.     The  architect  was  Barlow  and  Plunkett, 
Jackson,  Mississippi;  the  general  contractor  was 
Mid-State  Construction  Co.  ,  Jackson,  Mississippi; 
and  the  mechanical  contractor  was  Ivey's  Plumbing 
Co.,  Kosciusko,  Mississippi.     The  electrical 
contractor  was  Scott  Electric  Co.  ,  Greenville, 
Mississippi. 

The  State  Building  Commission,  under  HB  545,    1971, 
authorized  a  complete  water-proofing  of  the  exterior 
walls  of  Broom  Hall.     This  authorization  covered  Broom 
Hall  and  Zeigel  Hall  with  the  contract  awarded  to  Delta 


Cost 


4,430 


$      47,780 


$      15,000 


$    282,455 
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REPAIRS,   RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 

BROOM  HALL 
(ORIGINALLY  BROOM  MEMORIAL  ADMINISTRATION  BUILDING) 


Date 


Description 


Sq  Ft 
Added 


Cost 


Waterproofing  Co.  ,  Jackson,  Mississippi,  totaling 
$  11,580  for  both  buildings.     One  half  of  this  amount 
was  applicable  to  Broom  Hall. 

1971-        Through  a  series  of  four  allocations  from  1971-1974, 
1974  HB  1266,  SB  2337,   HB  1275,   HB  1504,  the  State 

Building  Commission  authorized  a  complete  renovation 
of  Broom  Auditorium  with  the  addition  of  a  balcony, 
adding  1468  square  feet  of  usable  space  to  building, 
new  floors,  new  opera-type  seats,  extended  stage 
area,  new  stage  curtains  and  cyclorama,  new  draperies 
and  complete  redecoration .     The  renovated  auditorium 
was  occupied  in  the  fall  of  1975. 

Architects  for  the  renovation  were  Kaplan  and  Oakm.an, 
Greenville,   Mississippi;  the  contractor  was  Roy  P. 
Collins  Construction  Co.,  Cleveland,  Mississippi. 

1976  The  State  Building  Commission,   under  HB  1288,  Laws 

of  1975,  again  authorized  repair  and  renovations  to 
the  annex  to  Broom  Hall.     This  area  of  some  4,430 
square  feet  developed  foundation  problems  for  the 
second  time.     The  repair  and  restoration  work  rein- 
forced the  foundation,  poured  new  floors  in  half  of 
the  area,  and  installed  new  partitions  and  new  decora- 
tions . 

Architects  for  the  projects  were  Kaplan  and  Oakman, 
Greenville,   Mississippi,  with  Roy  Collins  Construc- 
tion Co.,  Cleveland,   Mississippi,  being  the  general 
contractor. 


5,790 


1,468 


$  228,693 


$   122,500 
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REPAIRS,   RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 

BROOM  HALL 
(ORIGINALLY  BROOM  MEMORIAL  ADMINISTRATION  BUILDING) 


Date 


Description 


Sq  Ft 
Added 


Cost 


1978  The  State  Building  Commission  authorized  by  HB  1401, 
Laws  of  1977,  an  allocation  of  $   18,500  for  re-parti- 
tioning the  first  floor  of  Broom  Hall.    What  were 
originally  classrooms  in  this  area  were  converted  to 
office  spaces  in  order  to  house  a  majority  of  the  School 
of  Business  faculty  and  staff  in  one  centralized  area. 

The  construction  work  was  done  by  Mr.  Billie  Daves, 
local  carpenter,  and  a  crew  employed  by  Delta  State 
University  with  materials  purchased  by  Delta  State 
University. 

1979  The  State  Building  Commission,  under  HB  1461,   Laws 
of  1978,  authorized  Cleveland  Glass  Co.  ,  Cleveland, 
Mississippi,  to  install  an  air  lock  at  the  north 
entrance  of  Broom  Hall. 

1981  The  State  Building  Commission,   under  SB  3048,   Laws 

of  1980,  authorized  reroofing  of  the  south  wing  of 
Broom  Hall.    Coatings  Application  and  Waterproofing 
Co.,  St.  Louis,   Missouri,  made  the  installation. 
Brewer,  Godbold ,  Hansen  and  Dickson,  Clarksdale, 
Mississippi,  were  the  architects  and  engineers.     Delta 
State  University  supplemented  the  funding  of  the 
Building  Commission  by  $  7,372  in  order  to  do  the 
north  wing  at  the  same  time  by  the  same  contractor. 


$  18,500 


$     2,456 


$   14,746 


HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 
BROOM  HALL 
(ORIGINALLY  BROOM  MEMORIAL  ADMINISTRATION  BUILDING) 


Broom  Hall  was  built  from  funds  in  the 
institution's  first  major  building  program.    The 
State  Legislature  in  1928  appropriated  $365  ,  000 
to  include  an  administration  building  (Broom)  , 
a  dining  hall  (Scott) ,  a  residence  hall  for  women 
(Ward) ,  a  hospital  (not  built) ,  and  a  central 
heating  plant.     Plans  for  this  building  program 
were  enthustically  described  in  the  Cleveland 
Enterprise  as  "practically  a  new  college."    Con- 
structed on  a  new  plot  and  with  Broom  as  the 
central  structure  of  these  new  major  buildings 
facing  north,  the  front  of  the  campus  was  thereby 
changed  to  open  up  on  the  Rosedale  highway. 

As  Broom  Memorial  Administration  Building, 
the  facility  housed  administrative  and  faculty 
offices,  the  college  library,  classrooms,  and 
chemistry  and  physics  laboratories.    A  handsome 
auditorium,  with  the  later  addition  of  a  balcony, 
extends  to  the  east  and  has  a  seating  capacity  of  785. 


James  Wesley  Broom 


In  1947,  with  the  influx  of  the  veteran  student  of  World  War  II,  a  classroom 
annex  was  added.     In  1964  the  administrative  offices  for  the  president,  dean  of 
the  college,  business  manager,  registrar,  and  dean  of  women  and  dean  of  men 
were  moved  from  Broom  Hall  to  Kethley  Hall. 

Broom  Hall  was  remodeled  in  1968  to  provide  facilities  for  the  School  of 
Business.    The  renovation  included  year-round  cooling  and  heating. 

The  general  architectural  style  is  Italianate  Renaissance.    The  roof,  originally 
red  clay  terra  cotta  tile,  is  underset  by  colored  borders.    The  tile  roof  reached 
a  point  in  the  early  1960s  whereby  it  became  necessary  to  replace  the  tile  with 
asphalt  shingles  as  matching  tile  could  not  be  found. 

.Broom  Hall  is  named  in  honor  of  the  late  James  (Jim)  Wesley  Broom,  the  first 
president  of  Delta  State  University.     It  was  formally  dedicated  on  December  13, 
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HISTORICAL  DATA  AS  OF  JANUARY  1  ,    1982 

BROOM  HALL 

(ORIGINALLY  BROOM  MEMORIAL  ADMINISTRATION  BUILDING) 

1929,  and  is  one  of  the  first  major  buildings  constructed  on  the  campus  of 
what  was  Delta  State  Teachers  College  at  the  time. 

Mr.  Broom  served  as  president  from  1925  until  his  untimely  death  May  17, 
1926.    At  the  dedication  ceremonies ,  Honorable  W".  F.  Bond,  State  Superinten- 
dent of  Education,   spoke  on  "Jim  Broom,  the  Educator."    The  late  Dean  William 
H.  Zeigel  addressed  the  audience  on  "Jim  Broom,  the  College  President."    The 
dedication  address,   "The  Broom  Memorial  Administration  Building,"  was  de- 
livered by  Governor  Theo.  G.  Bilbo  who  was  introduced  by  the  Honorable 
Courtney  C.  Pace  of  Cleveland . 


Architect: 


R.   L.   CAYLOR  HALL 


Original  Data 


Kaplan  &  Oakman 
Greenville,  Mississippi 


Total  Cost 


$    49,603 


Sq  Ft  Cost 

$        1.29 


General  Perry  Construction  Co. 

Contractor:  Philadelphia,   Mississippi 


$495,578 


$     12.86 


Mechanical 
Contractor: 


Hardin  Plumbing  &  Heating  Co, 
Grenada,   Mississippi 


$  191,744 


$       4.98 


Electrical  Powell  Electric  Co. 

Contractor:  Cleveland,   Mississippi 


$    67,601 


$        1.75 


Other: 

Totals: 
Year  Completed:         1971 


Furniture  and  equipment 


$170,474 
$  975,000 


$       4.42 


$      25.30 


Source  of  Funds:       State  Legislature  ,  Extraordinary  Session  ,   1966-1967, 

$  650,000;  HEW,  Title  I,  College  Facilities  Act,  Project 
MISS-4-2688,   $  375,000 


Principal  Use:  Science  classrooms,  laboratories,  and  offices 


;  I 


TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 


Gross  Area 

1st  Floor       20,153  sq  ft 

2nd  Floor       18,391  sq  ft 

3rd  Floor  sq  ft 

Other  sq  ft 

Totals  38,544  sq  ft 


HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 
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R.   L.   CAYLOR  HALL 

Floor  Plan  Footage 

Assignable  Area 

14,240       sq  ft 

14,917       sq  ft 

sq  ft 

sq  ft 


29,157       sq  ft 
Utilities 


Other  Areas 

Circulation      7,246  sq  ft 

Custodial  126  sq  ft 

Rest  Rooms  831  sq  ft 

Mechanical     i  ,  184  sq  ft 

9,387  sq  ft 


Type:     Gas  hot  water  boiler  No.  of  Units: 

Unit  Manufacturer:     Weil-McLain 

Capacity  Each  Unit:   Input     1,320,000   Output      1,056,000 

Controls  Each  Unit:      White  Rodger  -  thermostat 

Type:     Chilled  water  No.  of  Units:      1 

Unit  Manufacturer:      Carrier 

Capacity  Each  Unit:        160  Tons 

Controls  Each  Unit:       Barber  Coleman 

Type:      Natural  gas  No.   of  Units:        1 

Unit  Manufacturer:      Ruud 

Size:  85  Gallons  Gas  Burning  Capacity:      240,000  BTU 

Controls  Each  Unit:      Unitrol  -  thermostat 

Type:      Pneumatic 

Manufacturer:      Honeywell 


16         8 
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J2 


R.  L.    CAYLOR    HALL 


SCALE 


FIRST  FLOOR 

20.153   iQ  rr 


□ 


ROOM     NO. 


SQ    FT. 


38,544-  SO   FT      TOTAL 
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R.  L.   CAYLOR     HALL 


16         8 
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REPAIRS.   RENOVATIONS.  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 

R.   L.   CAYLOR  HALL 


Date 


Description 


1978  During  the  summer  of  1978,  the  Operations  and 
Maintenance  Department  converted  the  second 
floor  "shop"  area  into  storage  space  for  the  new 
School  of  Nursing.     University  funds  were  used 
for  the  construction. 

1979  During  the  summer  of  1979,  the  Operations  and 
Maintenance  Department  converted  the  second 
floor  "physics  lecture  room"  into  five  offices  for 
the  School  of  Nursing.     University  funds  were 
used  for  the  construction. 


Sq  Ft 
Added 


Cost 


$  3,500 


6,800 
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HiSTORICALDATA_AS-OLJANUARY  1  ,    1982 
R.   L,   CAYLOR  HALL 


R.   L.  Caylor  Hall,  a  science  classroom 
and  laboratory  building,  is  named  in  memory 
and  honor  of  Dr.  Richard  Lee  Caylor.     Dr. 
Caylor  taught  in  the  Science  Department  at 
Delta  State  University  from  1931  until  his  death 
in  1958,   serving  as  Head  of  the  Department 
during  the  last  twenty-one  years  of  his  life. 
He  was  an  excellent  teacher,  a  wise  counselor, 
a  recognized  naturalist,  a  dedicated  scholar, 
and  the  author  of  many  scientific  papers.     He 
conceived  the  creation  of  the  Gulf  Coast 
Research  Laboratory.     In  1948,  the  Board  of 
Trustees,  Institutions  of  Higher  Learning, 
authorized  and  in  1950  the  legislature  gave 
financial  support  to  the  establishment  of  the 
Gulf  Coast  Research  Laboratory  at  Ocean 
Springs,   Mississippi. 


R.  L.  Caylor 


In  1961,  Dr.  Caylor  was  honored  by  the 
naming  of  a  men's  dormitory,  the  Caylor-Williams  Hall.     On  December  10, 
1970,  the  name  Caylor  on  the  dormitory  was  replaced  by  Whittington  and  the 
new  science  building  was  dedicated  R.   L.  Caylor  Hall. 

R.  L.  Caylor  Hall  was  the  first  phase  of  a  complete  science  complex 
with  the  second  phase,  the  Eleanor  Boyd  Walters  Hall,  being  funded  in  1974 
and  completed  in  1976.    Caylor  Hall  originally  housed  the  biological  sciences 
and  the  Department  of  Physics.     This  area  is  now  occupied  by  biological 
sciences  and  the  School  of  Nursing.    Caylor  Hall  has  two  large  lecture  rooms, 
a  spacious  greenhouse,  and  commodious  laboratories  and  offices.    A  plane- 
tarium was  designed  as  part  of  Caylor  Hall,  however,  funds  were  not  suffi- 
cient to  include  it  so  the  planetarium  became  a  part  of  the  second  phase, 
the  Eleanor  Boyd  Walters  Hall. 


The   picture   of  Dr.  Caylor  is  from  a  Karl  Wolfe  oil  portrait, 
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CHADWICK-DICKSON  INTERCOLLEGIATE  ATHLETIC  BUILDING 

Original  Data 

Total  Cost  Sq  Ft  Cost 

Architect:  Virden  &  Robinson  $     39,071  $        1.58 

Greenville,  Mississippi 


General  C.  E.  Frazier  Construction  Co, 

Contractor:  Jackson,  Mississippi 


$  678,670 


$      27.45 


Mechanical 
Contractor: 


Walsh  Plumbing  Co. 
Jackson,   Mississippi 


Included  in  General 


Electrical  Overly  Electric  Co. 

Contractor:  Greenwood,   Mississippi 


Other: 

Totals: 
Year  Completed: 


1975 


Included  in  General 


Preplanning,   soil  investigation,           $     93,546 
furniture  and  equipment  


$        3.78 


$  811,287 


$      32.81 


Source  of  Funds:  State  Legislature,  HB  1504  H,    1974,  $  711,736;  SB  2337, 

1972,   $  7,500;  HB  1289,    1975,   $  92,051 


Principal  Use: 


Athletic  administration,  football  and  baseball  dressing, 
first  aid,   laundry,  weight  lifting 


TFr.HNTCAL  DATA  AS  OF  JANUARY  1.    1982 


Gross  Area 
1st  Floor        15,096      sq  ft 
9,629      sq  ft 
sq  ft 
sq  ft 


Other  Areas 


2nd  Floor 
3rd  Floor 
Other 
Totals 


CHADWICK-DICKSON  INTERCOLLEGIATE  ATHLETIC  BUILDING 

Floor  Plan  Footage 
Assignable  Area 
9,859      sq  ft 
6,772      sq  ft 
sq  ft 
sq  ft 


24,725      sq  ft 


HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 
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16,631      sq  ft 
Utilities 


Circulation      5,463  sq  ft 

Custodial  44  sq  ft 

Rest  Rooms  680  sq  ft 

Mechanical      1  ,907  sq  ft 

8,094  sq  ft 


Type:     Gas  hot  water  boiler  No.  of  Units:      1 

Unit  Manufacturer:      Cleaver  Brooks 

Capacity  Each  Unit:    Input     1  ,  000  ,  000  Output       800,000 

Controls  Each  Unit:      Honeywell 

Type:      Chilled  water  No.  of  Units:      1 

Unit  Manufacturer:     Trane 

Capacity  Each  Unit:      100  Tons 

Controls  Each  Unit:        Penn  Control 

Type:     Natural  gas  No.  of  Units:  2 

Unit  Manufacturer:      Pressure  Vessel 

Size:  500  Gal  each         Gas  Burning  Capacity:       1,000,000 

Controls  Each  Unit:      Honeywell  Thermostat 

Type:      Pneumatic 

Manufacturer:     Johnson  Control 


16         24 


CHADWICK- DICKSON    INTERCOLLEGIATE 
BUILDING 


FIRST         FLOOR 

15,096    SQ    FT 


24,725     SQ     FT     TOTAL 
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CHADWICK- DICKSON       ATHLETIC      BUILDING 


SECOND  FLOOR 

9,629     SQ     FT 
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REPAIRS.  RENOVATIONS.  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 
CHADWICK-DICKSON  INTERCOLLEGIATE  ATHLETIC  BUILDING 


Date 


Description 


None  to  date  of  this  publication 


Sq  Ft 
Added 


Cost 
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HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 


CHAD"V\1CK- DICKS  ON  INTERCOLLEGIATE  ATHLETIC  BUILDING 


Eugene  Berkley  Chadwick 


The  Chadwick-Dickson  Intercollegiate 
Athletic  Building  honors  two  outstanding  Delta 
State  University  coaches:    Eugene  Berkley 
Chadwick  and  Alex  Dockery  Dickson. 

Coach  Chadwick  devoted  45  years  to  teach- 
ing and  coaching,   27  (1956-1973)  of  which  were 
at  Delta  State.     He  became  head  coach  and 
athletic  director  in  1948  and  compiled  an  out- 
standing  .592  winning  percentage  record  during 
his  thirteen  years  as  head  coach.     His  67  wins, 
46  losses,  and  one  tie  was  tops  for  any  Delta 
State  football  coach  at  the  time.     "Coach  Chad," 
led  the  1954  Statesmen  to  an  undefeated  season, 
the  only  one  in  its  history.     His  1959  team  was 
the  only  Delta  State  team  to  play  in  a  bowl 
game.     He  also  coached  other  campus  sports.     He  is  a  member  of  the  Missis- 
sippi Sports  Hall  of  Fame,   Delta  State  Sports  Hall  of  Fame,  and  Mississippi 
State  University  Sports  Hall  of  Fame. 

Coach  Dickson  came  to  Delta  State  in  1936  and  remained  until  1943  when 
World  War  II  forced  Delta  State  to  suspend  its  athletic  program.     He  served 
as  athletic  director  and  head  coach  in  all 
sports,  but  it  was  his  basketball  team 
which  brought  national  recognition  as  he 
carried  five  consecutive  teams  to  the  NAIA 
National  Tournament.     Dickson  served  as 
President  of  the  National  Association  of 
Intercollegiate  Athletics  in  1943-44.     He 
was  inducted  into  the  Helms  Hall  of  Fame 
and  Delta  State  Hall  of  Fame.     He  coached 
three  Delta  State  AU-Americans  . 

The  Chadwick-Dickson  Intercollegiate 
Building  is  a  block-design,  two-story 
structure  of  approximately  25,000  square 
feet  located  near  the  football  and  baseball 
stadiums.     Dressing  rooms  for  these  sports 
as  well  as  offices  for  the  athletic  director 
and  coaches,  a  weight  room,   sauna  bath, 
meeting  rooms,  film  room,  conference  Alex  Dockery  Dickson 
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HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 


CHADAAaCK-DICKSON  INTERCOLLEGIATE  ATHLETIC  BUILDING 


room,   lounge,  and  kitchen  contribute  to  the  building's  usefulness.     The 
building  was  occupied  in  January,    1976,  and  dedicated  November  13,    1976. 
It  was  singled  out  from  more  than  5  0  structures  to  receive  an  honor  award 
for  outstanding  design  from  the  Mississippi  Chapter  of  the  American  Institute 
of  Architects , 

Now  that  athletic  offices  and  dressing  facilities  for  major  sports  have 
a  home  of  their  own,   it  is  interesting  to  look  back  at  the  changes  that 
have  occurred  through  the  years.     The  first  college  catalog  in  1925  announced 
the  new  school  would  have  an  athletic  program.     Facilities  included,   of 
course,  the  outdoors  and,   lacking  better,  use  was  also  made  of  a  skating  rink 
on  Memorial  Drive  (west  side  of  Drive,  nearer  Cleveland  than  Boyle)  as  well 
as  a  repaired  barn  that  was  a  part  of  the  Bolivar  County  Agricultural  High 
School.     Other  prior  facilities  were  located  in  Whitfield  Gymnasium,  Delta 
Field  House,  and  Sillers  Coliseum. 

Alex  Dockery  Dickson  died  January  28,    1982. 


DSU  building  mm  award 


BILOXI  —  A  Delta  State  University  building  has  received  an  honor  award  for 
outstanding  design  from  the  Mississippi  Chapter  of  the  American  InsUtute  of 
Architects  (AIA)  in  statewide  competition. 

The  Chadwick-Dixon  Athletic  Facility,  designed  by  Virden  &  Roberson  Ltd., 
architects  of  Greenville  was  singled  out  from  more  than  50  structures  in  the 
state  considered  for  the  award. 

The  award  was  announced  by  Dean  William  McMinn  of  the  Mississippi  State 
University  School  of  Architecture  at  the  chapter's  convention  in  Biloxi  this 
week.  The  building  was  judged  by  a  blue  ribbon  panel  of  architects  from  the 
Chicago  area. 
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Rears  of  Cleveland  Hall,  the  Doollttle  Building,  and  the  Hill 
Building  as  viewed  from  the  entrance  of  Whitfield  Gymnasium, 
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DOOLITTLE  BUILDING    (Demolished,    1974) 


Original  Data 


Total  Cost 


SaFtCost 


Architect: 


}.  S.  Sigler,  Supt.  Buildings  and 
Grounds,  Delta  State  Teachers  College 
Cleveland,   Mississippi 


General  Works  Progress  Administration  $      24,536 

Contractor:  (WPA)    labor 


4.45 


Mechanical 
Contractor: 


Included  in  General 


Electrical 
Contractor: 


Included  in  General 


Other: 


Totals: 


$      24,536 


$         4.45 


Year  Completed: 
Source  of  Funds: 


1938 


Federal  assistance 


Principal  Use: 


Classrooms  and  offices 
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TECHNICAL  DATA 
DOOLITTLE  BUILDING     (Demolished,    1974) 


Gross  Area 

1st  Floor  2,782  sq  ft 

2nd  Floor  2,732  sq  ft 

3rd  Floor  sq  ft 

Other  sq  ft 

Totals  5,514  sq  ft 


Floor  Plan  Footage 

Assignable  Area 

2,116      sq  ft 

2,103      sq  ft 

sq  ft 

sq  ft 

4,219      sq  ft 
Utilities 


Other  Areas 

Circulation      1,206  sq  ft 

Custodial                60  sq  ft 

Rest  Rooms             29  sq  ft 

Mechanical     sq  ft 

1,295  sq  ft 


HEAT 


Type:  Steam  heat  from  Central  Heating  Plant    No.  of  Units: 
Unit  Manufacturer: 


Capacity  Each  Unit:       Input 
Controls  Each  Unit: 


Output 


AIR  CONDI- 
TIONING 


Type:      Window  units  where  needed  No.  of  Units: 

Unit  Manufacturer: 
Capacity  Each  Unit: 
Controls  Each  Unit: 


DOMESTIC 

HOT 

WATER 


Type:      None 
Unit  Manufacturer 


No.   of  Units: 


CONTROLS 

FOR 

BUILDING: 
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Size:  Gas  Burning  Capacity: 

Controls  Each  Unit: 
Type:       None 
Manufacturer: 


DOLITTLE      BUILDING 


FIRST     FLOOR        2,782'* 


MEETING    RM 

4  1^"^ 


DN- 

42" 


OFFICE 

OFFICE 

lAO'^ 

177'^ 

£  Si4  6Q.  fr.  XOXkV- 


SECOND   FLOOR 
2,732'* 
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REPAIRS,   RENOVATIONS,   AND  ADDITIONS 

DOOLITTLE  BUILDING     (Demolished,    1974) 


Date 


Description 


1960  The  State  Building  Commission  authorized  funds  to 

convert  the  Doolittle  Building  from  a  classroom  and 
office  building  to  a  student  activities  center,  housing 
a  director  of  student  activities  and  student  govern- 
men  affairs.    A  small  chapel  for  the  use  of  campus 
religious  groups  was  located  on  the  first  floor.     Mr. 
Joseph  A.  Wilson  and  the  campus  crew  made  the 
alterations . 


Sq  Ft 
Added 


Cost 


$  6,000 


rV-- 


A  covered  walkway  connects  Doolittle  to  the  rear  of  the 
Hill  Demonstration  School 
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HISTORICAL  DATA 


DOOLITTLE  BUILDING 


Doolittle  Building  honored  the  late  Laurie 
Doolittle,  the  first  Director  of  the  Hill  Ele- 
mentary Demonstration  School.     Miss  Doo- 
little served  as  head  of  the  school  for  twelve 
years  (1926-1938)  until  her  death  on  March  2, 
1938. 

Dr.  William  H.  Zeigel,  the  first  and  long- 
time Dean  of  the  Delta  State  faculty,  once 
remarked  about  Miss  Doolittle,   "She  had  the 
best  philosophy  of  education  applicable  to  a 
child  and  teacher  of  education  of  any  person 
I  was  ever  associated  with  in  elementary 
school  work.  " 


The  Laurie  Doolittle  Building  was  erected 
as  an  annex  to  the  Hill  Building  in  1938  under 
the  authority  of  the  Works  Progress  Administra- 
tion.    Through  the  years  it  served  as  an  all- 
purpose  utility  facility.     It  housed  projects 
for  the  elementary  demonstration  school  chil- 
dren,  laboratories  for  biology,   studios  and   classrooms  for  music,  offices  for 
the  Director  of  Publicity,   for  the  Director  of  Student  Activities,  and  for  Stu- 
dent Government  Officers.     A  little  chapel  was  located  on  the  first  floor. 

Having  served  its  purpose  for  some  thirty-five  years  and  having  become 
a  constant  maintenance  problem,  a  decision  was  made  to  demolish  the 
Doolittle  Building  which  was  done  during  1974  by  A.  J.  Bush  of  Sunflower, 
Mississippi.     In  so  doing,  the  area  in  front  of  the  student  entrance  to 
W.  B.  Roberts  Library  was  opened  up. 


^F^^V 

'^' .— **r^  M 

Laurie  Doolittle 


The  picture  of  Miss  Doolittle  is  from  an  oil  portrait  by  Nathan  House. 
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Golf  Course  driving  range 
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DRIVER  EDUCATION  FACILITY 


Original  Data 


Total  Cost 


SqFtCost 


Architect  State  of  Mississippi  Highway  Safety  Department 

and  Visual  Education,  Inc. 


General  Cleveland  Lumber  Co .,  Cleveland ,  $     68,006 

Contractor:  Miss.,  built  Central  Tower;  State  High- 

way Dept .  constructed  Driving  Range;  Mr . 
Joseph  A  .  Wilson,  DSU  ,  Installed  antennae 
in  the  Range 


$  .76 


Mechanical 
Contractor: 


Included  in  General 


Electrical 
Contractor: 


Included  in  General 


Other: 


Totals 


VisualEducom,  Inc.  ,  Michigan,                $     62,514                             .70 
Ind.  ,  supplied  Trailers  and  Equipment       

$   130,520*  $  1.46' 


Year  Completed:     1973 

Source  of  Funds:    Federal  grant  -  Proj  DE-71-006  (001)  1971  through  Highway  Safety 
Program 


Principal  Use:        Driver  education 


Includes  Driver  Range 
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TECHNICAL  DATA  AS  OF  JANUARY   1,    1982 


Gross  Area 

1st  Floor  1,406  sq  ft 

2nd  Floor  113  sq  ft 

3rd  Floor  sq  ft 

Other  (RanQe)87.892  sq  ft 

Totals  89,411  sq  ft 


Other 

Ar 

eas 

Circulation 

0 

sq  ft 

Custodial 

0 

sq  ft 

Rest  Rooms 

0 

sq  ft 

Mechanical 

0 

sq  ft 

0 

sq  ft 

HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 
FOR 

BUILDING: 


DRIVER  EDUCATION  FACILITY 
Floor  Plan  Footage 
Assignable  Area 
1,406     sq  ft 
113     sq  ft 
sq  ft 
87,892     sq  ft 
89,411      sq  ft 
Utilities,  Multi-Media  Response  Trailer 

Type:      Electric  strip  heat  No.  of  Units:      2 

Unit  Manufacturer:     DNP 

Capacity  Each  Unit:        89,000  BTU     (40)  -  (49) 

Controls  Each  Unit: 

Type:      Trailer  mount  No.  of  Units:       2 

Unit  Manufacturer:      DNP  Manufacturer 

Capacity  Each  Unit:      3  1/2  Tons;  2  tons 

Controls  Each  Unit:     Low  voltage  (24  volts) 

Type:      None  No.  of  Units: 

Unit  Manufacturer 

Size:  Gas  Burning  Capacity: 

Controls  Each'  Unit: 

Type: 

Manufacturer: 
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TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 


DRIVER  EDUCATION  FACILITY 


Utilities,   Driver  Education  Simulator  Trailer 


HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING 


Type:      Electric  strip  heat 
Unit  Manufacturer:      DNP 


No.  of  Units:       1 


Capacity  Each  Unit:      53,000  BTU 

Controls  Each  Unit:      Low  voltage  (24  volts) 

Type:      Trailer  mount  No.  of  Units: 

Unit  Manufacturer:      DNP 

Capacity  Each  Unit:      3  1/2  Tons 

Controls  Each  Unit:       Low  voltage  (24  volts) 

Type:      None  No.   of  Units: 

Unit  Manufacturer: 


Size: 


Controls  Each  Unit: 


Type: 


Manufacturer: 


Gas  Burning  Capacity: 
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OFF-  STREET       DRIVING       RANGE 


40    20     0 


SCALE 
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87,892  SQ.  FT  TOTAL 


yoos 


DRIVER'S      EDUCATION      TOWER 

22e    30    FT    TOTAL 


89,411   3Q.FT  "OTAL 


DRIVER     EDUCATION 
FACILITY 


2^      FLOOR 


113 


J 
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REPAIRS,   RENOVATIONS,   AND  ADDITIONS  AS  OF  JANUARY  1,    1982 


DRIVER  EDUCATION  FACILITY 


Date 


1973 


Description 


As  a  result  of  a  tornado  that  destroyed  one  of  the 
driver  education  trailer  units  in  March,    1973,  a 
new  trailer  unit  was  authorized  by  grant  authorities 
and  purchased  from  Visual  Educom,  Inc.  ,   Michigan 
City,  Indiana,  along  with  repairs  to  damaged 
equipment. 


Cost 


$   13,000 
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HISTORICAL  DATA  AS  OF  JANUARY  1  ,    1982 
DRIVER  EDUCATION  FACILITY 


In  1971,  while  Dr.  J.   M.   Ewing  was  President  of  Delta  State  University, 
it  was  determined  to  establish  a  Driver  Education  program  on  the  campus  of 
Delta  State  University.     Funding  was  available  through  the  United  States 
Department  of  Transportation  Federal  Highway  Administration  National  High- 
way Safety  Program  by  application  through  the  Governors  Highway  Safety 
Program  of  Mississippi.     Mr.  David  R.  Bowen,  who  later  became  a  congress- 
man from  the  Second  District,  was  the  state  coordinator  for  all  federal-state 
programs  at  the  time  and  assisted  significantly  in  getting  the  application 
properly  routed  and  approved.     Application  was  approved  in  June  1971  in 
the  amount  of  $  130,520  to  develop  a  driving  range  facility  with  tower  and 
the  procurement  of  multi-media  and  simulator  equipment. 

Mr.  Forest  E.  Wyatt,  head  of  the  Health,  Physical  Education,  and  Recrea- 
tion Division  for  Delta  State  University,  was  named  the  program  coordinator. 

The  purchase  of  a  multi-media  response  system  housed  in  a  trailer  class- 
room along  with  a  driver  education  simulation  system  for  twelve  cars  housed 
in  a  trailer  unit  was  made  in  May,    1972.     The  Mississippi  State  Highway 
Department  constructed  a  driver  range. 

On  March  6,   1973,  a  tornado  passed  through  and  along  the  west  side  of 
the  Delta  State  University  campus.     One  of  the  Driver  Education  Program 
trailers  and  equipment  was  completely  destroyed.    It  was  replaced  by  a  sub- 
sequent grant  from  the  United  States  Department  of  Transportation. 

The  Driver  Education  Program  has  been  successful  through  the  years 
affording  students  the  opportunity  of  learning  how  to  drive,   safety  in  driving, 
and  how  to  teach  driver  education. 
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Architect: 


General 
Contractor: 


JAMES  M.  EWING  HALL 
Original  Data 


Total  Cost 


Kennington,  Ltd.  ,  Grenada,   Miss.        $198,500 
associated  withWeileman  &  McAdams  , 
Greenville,   Mississippi 


Morton  Construction  Co. 
Greenwood,  Mississippi 


$    2,257,921 


Sg  Ft  Cost 


$        1.68 


$     27.37 


Mechanical 
Contractor: 


H  &  R  Mechanical  Contractors 
Starkville,   Mississippi 


$551,994 


$        6.70 


Electrical 
Contractor: 

Other: 


Totals: 


Overley  Electric  Co. 
Greenwood,  Mississippi 

Furniture,  equipment,  and 
preplanning  expenses 


$280,624 


$  152,131 


$    3.381,170 


$        3.40 


$         1.85 


$      41.00 


Year  Completed:         1978 

Source  of  Funds:        State  Legislature,  HB  1504-H,    1974,  and  HB  1289,    1975 


Principal  Use:  Offices  and  classrooms.  School  of  Education 
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TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 


Gross  Area 

1st  Floor  26,842 

2nd  Floor  27,901 

3rd  Floor  27,742 

Other  

Totals  82,485 

HEAT 


sq  ft 
sq  ft 
sq  ft 
sq  ft 
sq  ft 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


JAMES  M.  EWING  HALL 

Floor  Plan  Footage 

Assignable  Area 

20,281       sq  ft 

21,522      sq  ft 

18,582       sq  ft 

sq  ft 

60,385       sq  ft 
Utilities 


Other  Area  s 

Circulation    16,485  sq  ft 

Custodial         1,925  sq  ft 

Rest  Rooms      1,720  sq  ft 

Mechanical     1  .970  sq  ft 

22,100  sq  ft 


CONTROLS 

FOR 

BUILDING: 


Type:  Water  tube;  forced  air  No.  of  Units:     2 

Unit  Manufacturer:      Cleaver  Brooks 

Capacity  Each  Unit:    Input    2  ,  000  ,  000  BTU  Output  1  ,  600  ,  000 

Controls  Each  Unit:     Automatic 

Type:  Chilled  water;  centrifugal    No.  of  Units:       2 

Unit  Manufacturer:    Trane 

Capacity  Each  Unit:       200  Tons  each 

Controls  Each  Unit:  Pneumatic,  automatic 

Type:      Natural  draft  No.  of  Units:    1 

Unit  Manufacturer:     Pressure  Vessels,  Inc. 

Size:   2  50  Gals  storage  Gas  Burning  Capacity:  720,000  BTU 

Controls  Each  Unit:       Automatic 

Type:      Pneumatic 

Manufacturer:      Barber  Coleman 
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J.M.   EWING     HALL 


HEAD   H.    E. 

^* I      I  —I—  PLANTERS 


FIRST     FLOOR-    26,842    SQ    FT| D  |_ 

ROOM     NO 
SQ     FT* 


82,485    SO.  FT    TOTAL 
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J.M.     EWING      HALL 


16        8 


SCALE 


SECOND      FLOOR-  27,901    SQ.    FT 


ROOM      NO. 
SQ    FT* 
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REPAIRS,   RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1.    1982 


JAMES  M.   EWING  HALL 


Date 


Description 


1980       During  the  summer,    1980,   it  was  decided  to  partition 
off  one  of  the  large  classroom  areas  designated  for 
teaching  by  the  "open  concept"  method.     This  was 
done  by  the  University  maintenance  crew  out  of 
University  funds . 

1980        "The  Ewing  Gardens,"  a  landscape  project  initiated 
by  the  Delta  State  Alumni  Association,  and  so  funded 
was  installed  in  the  area  between  Ewing  Hall  and 
Walters  Hall  adding  landscaped  beauty  to  this  area. 


1,800 


*<** 
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The  J.  M.  Ewing  Memorial  Garden  is  located  between 
Ewing  Hall  and  Walters  Hall 


HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 


JAMES  M.  EWING  HALL 


The  James  M.  Ewing  Hall,  occupied    . 
first  in  the  summer  of  1978,  honors  the  late 
James  Milton  Ewing  who  served  as  the  third 
president  from  September  1,    1956,   until  his 
retirement  July  30,    1971.     Ewing  Hall,  the 
largest  building  to  date- on  the  campus,  houses 
the  School  of  Education.     A  three-story  build- 
ing, the  upper  floors  have  easy  access  with 
two  elevators  and  three  silos  for  stairwells. 
The  first  floor  features  the  Delta  Room,  a 
U-shaped  auditorium  with  movable  equipment 
for  150,  and  also  houses  home  economics  and 
continuing  education  classrooms.     The  second 
floor,  in  addition  to  self-contained  classrooms, 
utilizes  the  open  format  with  spaces  which 
may  be  enlarged  or  closed  off.     Space  is  de- 
voted to  such  services  as  a  television  produc- 
tion center,  audiovisual  center,  and  the  IRC 
with  video  tapes,  music  listening  area, 
film-strips,   slides,  and  movies  for  student  research 


James  Milton  Ewing 


President  Ewing,  born  in  Vaughn,   Mississippi,  in  1901,   held  degrees 
from  Mississippi  State  University  and  Teachers  College,  Columbia.     Millsaps 
awarded  him  a  LL.  D.   in  1958.     Dr.  Ewing  came  to  Delta  State  University 
from  Copiah-Lincoln  Junior  College  where  he  had  served  as  president  for 
twenty-four  years  .     He  died  September  3  ,   1973. 

Dr.  Ewing  stated  that  his  primary  intention  was  to  "provide  facilities  in 
the  broad  sense   ...  for  the  teaching  faculty  to  render  service."     To  this 
end  he  added  a  president's  residence,   six  groups  of  dormitories,  two  groups 
of  married-student  apartments,  a  coliseum,  four  classroom  and  office  build- 
ings, a  cafeteria,  a  library  building,  a  natatorium  on  the  site  of  the  old 
swimming  pool,  and  a  new  football  stadium.     He  razed  Hill,   Hardee,  Taylor, 
and  Doolittle  Halls  and  discontinued  the  elementary  demonstration  school. 
Growth  at  Delta  State  University,  corresponding  with  growing  student  popula- 
tion and  academic  programs  over  the  entire  country,  made  his  task  easier  in 
requesting  funds.     His  concept  of  the  University  was  visionary. 

Dynamic  and  alert  in  performing  his  administrative  duties.  President 
Ewing  was  aware  of  situations  on  the  campus.     In  conference  he  came  directly 
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HTSTORICAT.  DATA  AS  OF  JANUARY  1.    1982 
JAMES  M.  EWING  HALL 


to  the  point;  the  other  person  knew  exactly  where  he  stood.    If  he  was  not 
pleased  with  a  situation,  he  quickly  said  so;  if  he  felt  an  exceptionally  fine 
job  had  been  done  he  was  ready  with  praise.     During  the  height  of  the  Civil 
Rights  movement  in  1969,   his  awareness,  decisiveness,  contact  with  legal 
and  law  enforcement  agencies,  and  use  of  due  process  of  law  kept  matters 
under  control  as  were  few  universities  able  to  do.     Students  were  individuals 
with  President  Ewing.     He  knew  many  of  them  personally  and  sought  their 
views . 

"Jimmie,"  as  he  was  affectionately  known  by  his  contemporaries,  and  his 
wife  "Maggie,"  gave  freely  of  their  services  to  church  and  civic  activities. 
The  ill  and  bereaved  received  personal  attention.     Despite  the  aloofness  and 
loneliness  of  a  presidency.  Dr.  Ewing  could  let  loose  and  enjoy  festive  oc- 
casions including  the  fellowship  and  culinary  efforts  of  those  he  knew  best  for 
their  classroom  or  office  skills.     No  one  enjoyed  a  party  better  than  he. 

James  M.  Ewing  Hall  was  dedicated  March  26,   1979,  at  10:30  a.m.  in 
the  Delta  Room.     President  Wyatt  presided.     Program  participants  included 
Kenneth  O.  Williams  of  the  Delta  State  Committee  of  the  State  Building  Com- 
mission who  presented  the  keys  which  were  accepted  by  Verner  S.   Holmes, 
President  of  the  Board  of  Trustees  of  Institutions  of  Higher  Learning.     The 
Honorable  Cliff  Finch,  Governor  of  Mississippi,   spoke  followed  by  the  dedica- 
tion address  by  James  P.  Coleman,  Judge  of  the  Fifth  Judicial  Circuit,  United 
States  Court  of  Appeals,  and  also  Swing's  long-time  friend  and  college  class- 
mate.    Mrs.  Ewing  responded  for  the  Ewing  family. 

On  homecoming  day,  October  25,   1980,  at  1:15  p.m.  ,  the  Alumni  Associa- 
tion landscaped  and  dedicated  a  small  plot  named  the  Ewing  Garden  located 
between  Ewing  and  Walters  Hall.     Dr.  Johnny  Ouzts  ,   sponsor  of  the  project, 
dedicated  the  garden.     Ouzts,  now  Associate  Dean  of  the  School  of  Arts  and 
Sciences,  came  to  Delta  State  University  as  a  freshman  the  same  year  Ewing 
came  as  President.    In  response  to  the  dedication.  President  Kent  Wyatt 
said,   "Delta  State  University  will  nurture  these  beautiful  plantings,   cultivate 
them,  and  encourage  their  growth  and  development  just  as  Dr.  Ewing  helped 
and  encour.jged  us."     Members  of  the  Ewing  family  were  among  the  guests 
present  for  th?  ceremony. 
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HILL  DEMONSTRATION  SCHOOL  (Demolished,    1965) 
(ORIGINALLY  HILL  BUILDING) 


Mr.  and  Mrs.  Edward  Bibb  Hill 
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HTRTORICAL  DATA  AS  OF  JANUARY  1  ,    1982 

HILL  DEMONSTRATION  SCHOOL  (Demolished,    1965) 
(ORIGINALLY  HILL  BUILDING) 

The  Hill  Building  (later  Hill  Demonstration  School)  was  one  of  three  agri- 
cultural high  school  buildings  donated  to  the  state  by  the  city  of  Cleveland 
and  Bolivar  County  when  Delta  State  Teachers  College  was  founded  April  9, 
1924,  the  date  Governor  Henry  L.  Whitfield  signed  the  bill  into  law  creating 
the  institution. 

When  Delta  State  Teachers  College  opened  its  doors  on  Tuesday,  Sep- 
tember 15,   1925,  this  building  housed  Delta  State  University's  first  academic 
facilities.    An  old  barn  was  used  for  physical  education.    The  office  of  the 
first  president,    "Jim"  Broom,  was  behind  the  windows  to  the  far  left;  Dean 
William  H.  Zeigel's  office  which  included  space  for  the  registrar,  was  to  the 
rear  of  the  president's  office.    William  Vincent  Frierson,  business  manager, 
occupied  the  office  to  the  right  of  the  same  entrance.    The  library  containing 
"1,008  volumes  and  files  of  22  magazines"  was  behind  the  middle  windows 
on'the  first  floor.     Classrooms  for  English,  history,  mathematics,  commerce, 
Spanish,  Latin,  home  economics,   science,  education,  and  music  were  on  the 
first  and  second  floors.     The  college  auditorium  extended  to  the  rear. 

It  was  in  Hill  that  Delta  State  Teachers  College  graduated  its  first  class  in 
1928  and  President  Kethley  conferred  the  first  diploma  ever  issued  by  the 
school  on  "Mollie"  Bedwell.     It  was  in  Hill,  too,  that  the  school  had  its  first 
visitation  and  inspection  for  membership  in  an  accrediting  organization-- 
the  American  Association  for  Teachers  Colleges  in  1928--and  was  approved. 
With  a  show  of  spirit  students  attended  classes  on  a  Saturday  because  the 
visitation  team  could  not  come  as  scheduled  on  a  regular  school  day.     The 
morning  began  with  anassembly  at  which  Dean  Zeigel  read  from  Isaiah's 
"mount  up  as  with  wings  of  eagles."    That  passage  of  scripture  proved  prophetic, 

Hill  Building  honored  Edward  Bibb  Hill  who  along  with  Starkey  C.  Taylor 
and  William  Guy  Hardee  donated  a  twenty-acre  site  in  1911  for  the  Bolivar 
County  Agricultural  High  School  thus  laying  the  foundation  for  what  was  to  be 
Delta  State  Teachers  College.     The  administration  building  was  named  Hill;  a 
girls'  dormitory  was  named  Taylor;  and  a  boys'  dormitory  was  named  Hardee. 

With  the  completion  of  Broom  Memorial  Administration  Building,  college 
classes  moved  out  of  the  Hill  Building  into  Broom  in  January,    1930.     On  May 
28,   1930,  the  Hill  Building  was  dedicated  as  Hill  Demonstration  School  in  a 
ten  o'clock  service.    The  program  included  an  address  by  Rev.  E.  R.  Smoot, 
remarks  by  Dean  Zeigel  and  by  A .  K.  Eckles,  County  Superintendent  of  Educa- 
tion, and  by  the  Honorable  Edgar  Brown  and  the  Honorable  H.  D.  Todd. 
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HISTORICAL  DATA  AS  OF  JANUARY  1 ,    1982 

HILL  DEMONSTRATION  SCHOOL  (Demolished,    1965) 

(ORIGINALLY  HILL  BUILDING) 

President  Kethley  made  the  dedication.    The  children  participated  in  a  "Pledge 
to  the  Hill  Demonstration  School." 

The  Hill  Building  continued  to  house  the  campus  elementary  demonstration 
school  for  many  years.     (The  school  was  housed  in  the  Hardee  Hall  basement 
from  1926  until  1930.)    In  1956  President  W.  M .  Kethley  sought  funds    from  the 
State  Legislature  to  build  a  new  education  building  to  include  a  model  demon- 
stration school.    This  Legislature  appropriated  $  250,000  for  the  facility  which 
was  half  of  what  was  requested  and  needed.     Ill  health  forced  President  Kethley 
to  retire  August  31,   1956.     Consequently  he  was  unable  to  complete  his  plans 
and  make  use  of  the  money. 

When  Dr.  J.  M .  Ewing  became  President  on  September  1,    1956,   it  was 
apparent  that  the  $  250,000  was  not  adequate  for  the  building  needs.     It  was 
during  this  time  that  it  was  decided  that  the  campus  demonstration  school  would 
be  closed,  and  it  was  discontinued  in  1957.     President  Ewing  subsequently  got 
the  Legislature  to  change  the  wording  of  the  bill  for  the  1956  appropriation  for 
$  250  ,000  from  an  education  building  to  a  physical  education  building.    With 
this  $  250,000  and  an  additional  $  250,000  allocated  by  the  State  Building 
Commission  in  1958,  the  Walter  Sillers  Coliseum  was  conceived  and  built. 

After  the  campus  elementary  demonstration  school  was  closed,  the  Hill 
Building  continued  as  a  general  college  classroom  facility  until  about  1965  when 
it  was  torn  down  for  the  salvage  material  by  Mr.  Joe  Dakin,  Skene,  Mississippi. 
Mr.  Hugh  Smith,  Business  Manager,  made  a  point  to  retain  a  certain  number  of 
the  brick  out  of  the  Hill  Building  and  these  brick,  along  with  some  that  were 
later  retrieved  from  the  demolition  of  Hardee  and  Taylor  Halls,  now  floor  the 
patio  area  of  the  Lena  Roberts  Sillers  Chapel  and  the  planter  area  in  front  of 
Ward  Hall.     Markers  record  the  former  use  of  these  brick. 

The  W.  B.  Roberts  Library  now  occupies  the  former  site  of  the  Hill  Building. 

******** 

From  items  in  the  Cleveland  Enterprise,  January  19,   1911,  through  October 
26,    1911,  the  following  information  is  found  concerning  the  beginnings  of  this 
building  which  served  first  as  the  major  academic  building  for  the  Bolivar 
County  Agricultural  High  School  and  later  as  the  main  academic  building  for  the 
newly  created  Delta  State  Teachers  College. 
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HILL  DEMONSTRATION  SCHOOL  (Demolished,    1965) 
(ORIGINALLY  HILL  BUILDING) 

This  facility  was  one  of  three  for  which  plans  were  approved  at  a  meeting 
of  the  Board  of  Trustees  for  the  Bolivar  County  Agricultural  High  School,  Fri- 
day night,  January  13,   1911,  in  the  Cleveland  office  of  William  Guy  Hardee, 
secretary!     Other  trustees  were  Walter  Sillers,  Rosedale;  Attorneys  J.  M. 
Gibert,  Shaw,  and  P.  B.  WooUard,  Cleveland;  and  A.  C.  Pearman,  Superinten- 
dent of  Education. 

At  this  meeting  William  Drago  of  New  Orleans  presented  sketches  of  the 
main  building,  the  dormitories,  and  grounds  as  they  were  to  appear  when  com- 
pleted.   These  buildings  of  French  Renaissance  design  were  to  be  constructed 
of  red  pressed  brick  with  stone  trim.     Only  the  main  or  academic  building  was 
to  be  erected  the  first  year. 

The  site  for  the  buildings  was  to  be  on  land  owned  by  the  Cleveland  Land 
and  Improvement  Co.    At  a  later  meeting  on  January  23,   1911,  relocation  of  the 
site  was  discussed  and  a  site  just  back  of  the  one  previously  agreed  was 
decided  upon.    The  new  site  was  described  as  being  slightly  higher  and  better 
drained.    According  to  a  benchmark  installed  on  the  campus  in  1930  by  the  U .  S. 
Department  of  Engineers,  this  property  is  139  feet  above  sea  level. 

At  an  afternoon  meeting  Tuesday,  January  31,   1911,  the  contract  for  the 
main  building  was  let  to  low  bidder  McClannahan  &  Terry  of  Columbus.    The 
cost  was  to  be  $  16,725,  and  Drago  was  retained  as  the  supervising  architect. 

The  building  was  to  be  completed  in  four  months,  and  the  institution,   some- 
times referred  to  as  the  Bolivar  County  Industrial  College,  was  to  be  ready  for 
occupancy  by  the  first  of  September.     Materials  were  in  Cleveland  in  late 
April,  and  opening  dates  were  set  for  October  15  .     However,   "by  reason  of 
having  to  fit  the  upper  floor  for  dormitory  purposes,"  the  school  did  not  actually 
open  until  Monday,  October  23,   1911. 

Interviews  in  1982  with  several  former  students  at  the  old  Bolivar  County 
Agricultural  High  School  illustrate  how  dramatically  lifestyles  and  geography 
have  changed  since  1911  when  the  campus  consisted  of  one  major  building. 
Roads  were  not  paved.    Transportation  was  by  foot,  horse-drawn  vehicles,  and 
train.    The  automobile  era  began  in  Cleveland  in  1914  with  the  purchase  of  the 
first  car  by  Dr.  E.  R.  McLean.    What  is  now  Highway  8  at  the  junction  of  Fifth 
Avenue  was  a  slough  that  came  across  the  present  golf  course,  down  Fifth 
Avenue,  and  across  to  South  Victoria.    When  it  rained,  traffic     could  not  get 
through.    This  was  corrected  with  the  construction  of  Highway  8  when  the  road 
bed  was  raised.     President  W.  M.  Kethley  remarked  at  times  about  how  he  and 
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HILL  DEMONSTRATION  SCHOOL     (Demolished,    196  5) 

(ORIGINALLY  HILL  BUILDING) 

Mr.  Walter  Sillers  fished  in  this  slough  and  bragged  on  the  size  of  the  brim 
that  were  caught  directly  behind  what  is  now  Broom  Hall. 

Mrs.  Lessie  Dean  McKnight  recalls  the  first  session  in  1911.     She  and 
her  sister,  the  late  Mrs.  Ruby  Dean  McKnight  (mother  of  Mrs.  Marine  Cole) 
lived  with  their  parents  four  miles  out  on  McKnight  Road.     During  the  week 
Lessie  and  Ruby  lived  on  the  second  floor  of  the  just  finished  academic  build- 
ing whose  completion  was  delayed  "to  fit  the  building  for  dormitory  purposes." 
The  walls  of  the  bedrooms,   she  recalls,  did  not  reach  to  the  ceiling  and 
divided  each  end  of  the  building  into  four  rooms  which  accommodated  sixteen 
persons.    The  sisters,  as  did  others,  went  home  on  the  weekends.     Jewel 
and  Courtney  Pace  were  picked  up  by  relatives  to  return  to  Pace;  the  Tibbs 
brothers  rode  the  "Peavine"  to  Hushpuckena;  others  returned  to  Shaw,  Merigold, 
Shelby,  and  other  places. 

Miss  Grace  Williams  and  her  sister,  now  deceased,  lived  almost  behind 
the  present  Shipmans  Chapel  on  Bayou  Road  and  went  back  and  forth  to  school 
in  a  buggy  until  they  had  a  car.    Their  father  arose  at  four  in  the  morning, 
built  fires  ,  and  heated  bricks  to  be  placed  on  the  floor  of  the  buggy  to  keep 
his  daughters'  feet  warm.     Lap  robes  were  placed  around  their  shoulders.     Miss 
Williams  says  she  cannot  remember  getting  cold.     Their  route  was  Bayou  Road 
down  what  is  now  Sunflower  Road  and  to  Court  via  Fifth  Avenue.     She  described 
the  roads  as  sometimes  being  covered  with  "slushy-looking  stuff." 

Miss  Williams  further  recalled  that  Miss  Annie  Mae  Champion  who  lived 
near  the  intersection  of  Highways  8  and  61  came  in  through  town  on  skates! 
Miss  Champion  later  became  Secretary  to  the  President  of  Delta  State  Univer- 
sity and  Miss  Williams  held  a  like  position  with  Judge  A.  W.  Shands  .     It  was 
Miss  Williams  who  typed  the  bill  Judge  Shands  introduced  creating  Delta  State 
Teachers  College. 

Malcolm  Webb  along  with  his  sister  Ina  Mae  (who  was  in  Delta  State 
Teachers  College's  first  graduating  class)  attended  in  the  1917-1919  period. 
The  Webbs  lived  on  South  Bolivar  and  came  to  school  in  a  car. 

The  Bolivar  County  Agricultural  High  School  closed  in  1923. 
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Early  photograph  of  Hardee  Hall,  Hill  Hall,  and  Taylor  Hall, 
At  that  time  these  buildings  comprised  the  Bolivar  County 
Agricultural  High  School. 


Architect: 


E.   R.   JOBE  HALL 
Original  Data 


Kaplan  &  Oakman 
Greenville,  Mississippi 


Total  Cost 


$     23,612 


Sq  Ft  Cost 
$        1.13 


General  Wherry  Construction  Co. 

Contractor:  Shaw,  Mississippi 


$  269,088 


$      12.93 


Mechanical 
Contractor: 


Walsh  Plumbing  Co. 
Jackson,  Mississippi 


$     82,740 


3.97 


Electrical  Scott  Electric  Co. 

Contractor:  Greenville,  Mississippi 


$    41,976 


2.02 


Other: 


Furniture  and  equipment 


Totals: 
Year  Completed: 
Source  of  Funds: 

Principal  Use: 


1969 


$     16.169 


$  433,585 


.7i 


$      20.83 


Legislative  Appropriation,  HB  777,  1964,  $  282,000;  Federal 
Government,  Title  I,  College  Facilities  Act,  Project  MISS  4, 
1416,  $  141,000;  Delta  State  Reserve  Funds,  $   10,585 

Classrooms,  offices,   stage  and  auditorium  for  speech  and 
drama 


TECHNICAL  DATA  AS  OF  JANUARY  1  ,    ]q«? 


Gross  Area 
1st  Floor        10,729      sq  ft 
2nd  Floor       10,090      sq  ft 

sq  ft 
sq  ft 


3rd  Floor 

Other 

Totals 


20,819      sq  ft 


HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 
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E.   R.   JOBE  HALL 

Floor  Plan  Footage 

Assignable  Area 

6,314      sq  ft 

7,509      sq  ft 

sq  ft 

sq  ft 

13,823      sq  ft 
Utilities 


Other  Areas 

Circulation      4,997  sq  ft 

Custodial  51  sq  ft 

Rest  Rooms  322  sq  ft 

Mechanical      1 ,626  sq  ft 

6,996  sq  ft 


Type:    Gas  hot  water  boiler  No.  of  Units:     1 

Unit  Manufacturer:      Weil-McLain  Co .  ,  Inc. 

Capacity  Each  Unit:    Input      990,000  BTU    Output    792,000 

Controls  Each  Unit:     Untrol  Thermostat 

Type:     Chilled  water  No.  of  Units:       1 

Unit  Manufacturer:       Trane 

Capacity  Each  Unit:        100  Tons 

Controls  Each  Unit:      Pneumatic,   Honeywell 

Type:     Natural  gas  No.  of  Units:      1 

Unit  Manufacturer:  Ruud 

Size:      30  Gallons  Gas  Burning  Capacity:       52,000 

Controls  Each  Unit:      Honeywell  Thermostat 

Type:     Pneumatic 

Manufacturer:     Honeywell 


h       0 e 16  2h 


E.  R.     JOBE       HALL 


SCALE 


ROOM     NO 
"*•    SO    FT. 


FIRST  FLOOR  PLAN 
10,729-  JO    FT 


SPEECH    -     DRAMA 


20,819       SO    FT     TOTAL 
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E   R.     JOBE     HALL 


CLASS  RM. 


S4li' 


CLASS  RM 

CLASS  RM 

103 

20S 

£4^" 

541' 

CLASS  RM 


207 
S4I' 


SCALE 


SECOND  FLOOR 

10,090  -  ia.    FT 


SPEECH    -    DRAMA 
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REPAIRS,   RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 


E.   R.   JOBE  HALL 


Sq  Ft 

Date 

Description 

Added 

Cost 

1971 

Counter  weights  (7)  were  purchased  from'  Stage 
Equipment  Co.  ,  Alabama,   out  of  Delta  State  Uni- 
versity funds  and  installed  on  the  stage  by  the 

University  maintenance  department. 

$  1,500 

1974 

Additional  counter  weights  (10-12)  purchased  out 
of  Delta  State  University  funds  were  installed  to 

complete  the  needs  of  the  stage. 

2,500 

1976 

The  State  Building  Commission,  under  SB  3044,  Laws 
of  1976,  authorized  funding  for  the  rebuilding  of  a 
compressor  unit  that  failed.    Wilson  Service  Agency, 

Memphis,  Tennessee,  made  the  installation. 

6,663 
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HISTORICAL  DATA  AS  OF  JANUARY  1  ,    1982 
E.  R.   JOBE  HALL 


E.  R,  Jobe  Hall,  a  speech  and  drama  class- 
room building,  is  named  in  honor  of  Dr.  Euclid 
Ray  Jobe  . 

Dr.  Jobe  earned  the  B.  A.  and  M.  A.  degrees 
from  the  University  of  Mis  sis  sippi  and  the  Ph.D. 
from  George  Peabody  College  for  Teachers  .    He 
servedas  high  schoolteacher,  athletic  coach,  and 
principal  before  assuming  the  superintendency  of 
Hazelhurst  Public  Schools,  1922-1936.    As  State 
High  School  Supervisor,  1936-1945,  he  promoted 
the  6-6  and  the  6-3-3  patterns  of  school  organiza- 
tions ,  the  consolidation  of  small  schools  ,  and  the 
development  of  curriculum  materials  and  practices 
involving  thousands  of  teachers  and  administrators 
from  the  public  schools  and  junior  colleges. 

When  the  Board  of  Trustees  ,  State  Institutions 
of  Higher  Learning ,  became  a  constitutional  board  , 
Dr.  Jobe  was  electedas  its  firstExecutive  Secre- 
tary, serving  for  twenty-three  years  ,  1945-1968. 
As  Executive  Secretary  he  was  instrumental  in 
assisting  the  colleges  and  universities  in  a  phe- 
nomenal expansion  of  professional  and  graduate  programs  at  the  masters  and  doc- 
toral levels;  the  establishment  of  new  institutions;  the  development  of  off-campus 
programs;  contracting  for  regional  services;  creating  scholarship  programs  for 
underdeveloped  groups;  enlisting  the  cooperation  of  private  colleges  and  junior 
colleges  in  studies  of  higher  education  needs  and  potentials;  the  organization  of  a 
legal  accrediting  commission,  all  of  which  have  greatly  extended  the  educational 
opportunities  of  Mississippi  citizens.    Dr.  Jobe  passed  away  September  30,  1981 

E  .  R .  Jobe  Hall  contains  an  auditorium  with  three  hundred  seats  ,  a  spacious 
stage,  drama  and  radio  workshops,  offices,  and  classrooms  .    The  auditorium  is 
used  on  many  occasions  for  campus  and  area  meetings  .     a  unique  process  in  the 
construction  of  Jobe  Hall  was  the  excavation  of  the  entire  ground  area  covered  by 
the  building  to  a  depth  of  eight  feet  to  be  refilled  with  a  different  grade  of  soil . 
Once  this  area  was  dug  out,  winter  rains  set  in.    Each  time  the  general  contractor 
pumped  this  tremendous  hole  free  of  water  it  would  rain  again .    This  happened  some 
four  times.    The  last  time  the  entire  area  froze  over ,  and  students  used  it  for  an 
ice  skating  area  .    This  "set-back"  in  completion  date  and  added  costs  was  a  primary 
factor  in  the  contractor  losing  money  on  this  contract  and  ultimately  was  a  cause  of 
his  going  out  of  the  building  business  , 


Euclid  Ray  Jobe 
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Architect: 


W.   M.   KETHLEY  HALL 


Original  Data 


Harold  Kaplan 
Greenville,   Mississippi 


Total  Cost 


$     34,493 


SaFtCosI 


.95 


General  Jackson  Lumber  Co. 

Contractor:  Rosedale,   Mississippi 


$  450,857 


$      12.27 


Mechanical 
Contractor: 


Electrical 
Contractor: 


Emmett  Barrett  Plumbing 
and  Heating  Co . 
Greenwood,  Mississippi 

Mathews  Electric  Co. 
Florence,   Mississippi 


$  102,281 


$     36,713 


$        2.7i 


$        1.00 


Other:  Furniture  $     75,111 

Totals:  $  699,455 

Year  Completed:         1963 

Source  of  Funds:        State  Legislative,  SB  2053,   Laws  of  1960 


$        2.04 


$      19.03 


Principal  Use:  Administrative  and  faculty  offices  and  classrooms 
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W.   M.   KETHLEY  HALL 
Floor  Plan  Footage 
Gross  Area  Assignable  Area 

1st  Floor         17,061      sq  ft  10,758      sq  ft 

2nd  Floor        16,584      sq  ft  12,064      sq  ft 

3rd  Floor  sq  ft  sq  ft 

Other  3,117      sq  ft      Aud    3,117      sq  ft 

Totals  36,762      sq  ft  25,939      sq  ft 


Other  Areas 

Circulation      8,022  sq  ft 

Custodial  62  sq  ft 

Rest  Rooms       1,735  sq  ft 

Mechanical      1,004  sq  ft 

10,823  sq  ft 


HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 
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Utilities 
Type:      Gas  hot  water  boiler         No.  of  Units:       2 
Unit  Manufacturer:        Thermo-Pak 

Capacity  Each  Unit:     Input     1  ,  350  ,  000  Output     1,080,000 
Controls  Each  Unit:      Honeywell  Thermostat 
Type:     Chilled  water  No.  of  Units:         1 

Unit  Manufacturer:    Worthington 
Capacity  Each  Unit:       145  Tons 

Controls  Each  Unit:      Pneumatic  -  Johnson  Control  Company 
Type:  No.  of  Units: 

Unit  Manufacturer 

Size:  Gas  Burning  Capacity: 

Controls  Each  Unit: 
Type:      Pneumatic 
Manufacturer:        Johnson  Control  Company 


W.    M      KETHLEY     HALL 


36,762     SQ    FT    TOTAL 
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W     M.     KETHLEY     HALL 
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W.    M.     KETHLEY     HALL 
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REPAIRS,   RENOVATIONS.  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 


W.   M.   KETHLEY  HALL 


Date 


Description 


Cost 


1979       The  State  Building  Commission,  under  HB  1461,  Laws 
of  1978,  authorized  Brewer  and  Godbold,  Associates, 
Clarksdale,   Mississippi,  to  prepare  plans  and  specifi- 
cations to  add  a  ramp  to  the  south  entrance  of  Kethley 
Hall  and  to  establish  air  locks  at  the  north,   south, 
and  east  entrances  to  accommodate  the  handicapped 
and  for  conservation  of  heat  and  air  conditioning. 

In  June,   1979,  contracts  were  awarded  to  Roy  Collins 
Construction  Co.  ,  Cleveland,  Mississippi,  to  install 
the  ramps  at  $  6,650  and  to  Biswanger  Glass  Co.  , 
Greenwood,   Mississippi,  to  install  the  air  locks  at 
$  6,191. 

1981       Offices  of  the  President,  Vice  President  for  Academic 
Affairs,  and  University  Business  Manager  were 
redecorated.     Funding  was  out  of  University  funds. 


$  12,841 


10,000 
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HISTORICAL  DATA  AS  OF  TANUARY  1  ,    1982 


W.   M.   KETHLEY  HALL 


William  Marion  Kethley 


W.   M.  Kethley  Hall  honors  the  late  Dr. 
William  Marion  Kethley  who,   in  1926,  became 
the  second  president  of  the  University  when 
the  institution  was  less  than  one  year  old.     Dr. 
Kethley  served  for  thirty  years  and  had  the 
honor  of  holding  the  longest  tenure  of  any 
public  college  president  in  Mississippi's  his- 
tory.    He  graduated  from  Mississippi  College 
in  1914  with  a  B.  A.  degree,  majoring  in  Greek 
and  Latin,  and  from  Columbia  University  in 
1925  with  the  M.  A.  degree.     Mississippi  Col- 
lege recognized  his  achievement  by  awarding 
him  a  LL.  D.  in  1948. 

The  first  floor  of  Kethley  Hall  houses  the 
chief  administrative  offices  of  the  University. 
A  lecture  auditorium  to  seat  204  persons  is  con- 
tained in  the  south-east  wing.     The  second 
floor  contains  thirty-six  faculty  offices,  four- 
teen classrooms,  a  language  laboratory,  and  a 

faculty  lounge.     Kethley  Hall  was  constructed  and  equipped  from  a  $  700,000 

appropriation  made  by  the  Mississippi  Legislature  in  1960. 

The  building  was  dedicated  on  November  14,    1963,  in  the  Kethley  Lecture 
auditorium.     Keys  were  presented  by  the  late  Walter  Sillers  as  Chairman  of 
the  Delta  State  Committee  of  the  Building  Commission  and  accepted  by  Thomas 
J.   Tubb,   President  of  the  Board  of  Trustees  of  Institutions  of  Higher  Learning. 
Dedication  remarks  were  made  by  the  Honorable  Ross  R.  Barnett,  Governor  of 
Mississippi,  and  by  Lieutenant  Governor  Paul  B.  Johnson,  Governor-Elect. 
The  dedication  address  was  delivered  by  Dr.  William  David  McCain,  a  1930 
graduate  of  Delta  State  College  and  then  President  of  the  University  of  South- 
ern Mississippi.     The  honoree  was  present  for  the  ceremonies  and  made  a 
brief  response.     This  was  the  last  public  appearance  made  by  the  late  Dr. 
Kethley. 

William  Marion  Kethley  was  a  scholar,  author,  educator,  naturalist,  and 
civic  leader  as  well  as  a  college  executive.     The  powerful  Delta  Council  was 
organized  in  his  office,  and  he  is  the  only  man  who  has  served  as  its  president 
for  two  years.     The  National  Cotton  Council  came  into  being  in  a  Delta  Council 
Committee  meeting  held  in  Broom  Auditorium.     Dr.  Kethley  served  as  District 
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Governor  of  Rotary  International;  President,  Delta  Area  Council,  Boy  Scouts 
of  America;  Commander,  Sons  of  Confederate  Veterans;  deacon  in  his  church; 
president  of  many  professional  education  groups;  and  as  a  member  of  the 
Executive  Council  of  the  Southern  Association  of  Colleges  and  Schools.     He 
was  a  Phi  Delta  Kappan . 

Dr.  Kethley  was  the  author  of  Elementary  Forestry  for  Mississippi,  a 
state-adopted  text  in  the  public  schools.     His  hobbies  included  fishing, 
hunting,  golf,  philately,  and  the  collecting  of  manuscripts  and  Indian  relics. 
The  beauty  of  the  Delta  State  campus  including  the  colorful  mimosa  and 
cypress,  the  pecan  and  stately  oaks  set  by  his  personal  direction  or  by  his 
own  hand,   evince  his  love  for  nature.     In  their  home  he  and  Mrs.  Kethley  were 
genial  hosts  and  delightful  conversationalists;  on  the  platform  Mr.  Kethley 
was  a  speaker  who  fascinated  his  listeners  with  his  knowledge  and  his 
personal  magnetism. 

Kethley  Hall  was  the  first  building  on  the  Delta  State  University  campus 
where  the  foundation  was  made  up  of  better  than  one  hundred   sixty-foot 
concrete  pilings.     When  sinking  these  pilings,   the  vibrations  of  the  surround- 
ing earth  caused  cracks  in  the  Wright  Art  Building.     Insurance  repaired  the 
building  and  redecorated  it. 
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Architect: 


W.   B.   ROBERTS  LIBRARY 


Original  Data 


Brewer,  Skewes  and  Godbold 
Ciarksdaie,  Mississippi 


Total  Cost 


$     4", 281 


Sg  Ft  Cost 
$  .91 


General  Inverness  Lumber  Co. 

Contractor:  Inverness,  Mississippi 


$  584,000 


$       11.29 


Mechanical 
Contractor: 


Walsh  Plumbing  Co. 
Jackson,  Mississippi 


$  192,162 


3.71 


Electrical  Scott  Electric  Co. 

Contractor:  Greenville,  Mississippi 


$     69,466 


1.34 


Other: 

Totals: 
Year  Completed: 
Source  of  Funds: 


Furniture  and  equipment 


1968 


$  145,422 
$    1,038,333 


S        2.81 
$     20.06 


State  Legislature,   HB  775,   Laws  of  1964,  $705,000;  Federal 
Government,  HEW,  Title  I,  College  Facilities  Act,  Project 
4-4-002  380,  $  333,333 


Principal  Use: 


Library,  classrooms,  and  offices 
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Gross  Area 

1st  Floor 

25,704 

sq  ft 

2nd  Floor 

23,772 

sq  ft 

3rd  Floor 

sq  ft 

Other-attic   2,277 

sq  ft 

Totals 

51^753 

sq  ft 

HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 
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W.   B.   ROBERTS  LIBRARY 
Floor  Plan  Footage 
Assignable  Area 
21,279       sq  ft 
20,463       sq  ft 
sq  ft 

sq  ft 

41,742       sq  ft 
Utilities 


Other  Areas 

Circulation     4,993  sq  ft 

Custodial             297  sq  ft 

Rest  Rooms      1  ,797  sq  ft 

Mechanical     2    924  ^'^  ^^ 

10,011  sq  ft 


Type:      Gas  hot  water  boiler  No.  of  Units:       2 

Unit  Manufacturer:      Weil-McLain 

Capacity  Each  Unit:     Input    1,650,000    Output   1,320,000 

Controls  Each  Unit:        Honeywell 

Type:       Chilled  water  No.  of  Units:        1 

Unit  Manufacturer:       Carrier 

Capacity  Each  Unit:     182  Tons 

Controls  Each  Unit: 

Type:     Natural  gas  No.  of  Units:        1 

Unit  Manufacturer:    Hotstream 

Size:     90  gallons  Gas  Burning  Capacity:      135,000  BTU 

Controls  Each  Unit: 

Type:      Pneumatic 

Manufacturer:      Honeywell 


W.B     ROBERTS     LlBRARr 
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FIRST     FLOOR  25,70 

SECOND    FLOOR        23,77 
MECH     ROOM  2,27 


SI753S0    FT      TOTAL 
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W  B      ROBERTS      LIBRARY 
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W  B     ROBERTS      LIBRARY 
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REPAIRS.  RENOVATIONS.  AND  ADDITIONS  AS  OF  JANUARY  1.    1982 


W.   B.   ROBERTS  LIBRARY 


Date 


1974 


1975 


Description 


The  State  Building  Commission,   under  HB  1275,  Laws 
of  1973,  authorized  funds  for  a  smoke  and  fire  de- 
tector system  for  the  library. 

The  State  Building  Commission,   under  SB  3044,  Laws 
of  1976,  authorized  funds  to  change  the  function  of 
the  second  floor,  north  wing  of  Roberts  Library  from 
classroom  utilization  by  the  School  of  Education  to 
more  stack  area  for  the  general  library. 

During  early  1977,  the  University  Operation  and 
Maintenance  Department  employed  a  local  carpenter 
crew  headed  by  Mr.  Billie  Daves  to  do  this  work. 
They  moved  partitions,  relocated  lights,  air  condition- 
ing and  heating  ducts,  installed  carpet  and  metal 
stacks,  and  redecorated. 


Sq  Ft 
Added 


Cost 


$    7,500 


25,000 


A  Garden  Entrance  designed  by  Lee  and  Pup  McCarty, 
Merigold,   Mississippi 
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W.   B.   ROBERTS  LIBRARY 


W.  B.  Roberts  Library  is  located  on  the 
site  of  the  old  Hill  Demonstration  School 
building,  one  of  the  original  three  buildings 
that  composed  the  University.     This  imposing 
facility  bears  the  name  of  W.  B.  Roberts, 
Senator  from  Bolivar  County,  who  introduced 
the  bill  in  the  Mississippi  Senate  on  Febru- 
ary 19,    1924,  to  establish  the  University. 

It  is  noted  that  the  name  W.  B.  Roberts 
Library  is  a  transfer  from  the  "Roberts  Memo- 
rial Library."    The  Roberts  Memorial  Library 
served  as  the  college  library  from  1939  to  1968. 
In  1968,  with  the  move  of  the  library  to  the 
new  facility,  Roberts  Memorial  Library  located 
on  the  quadrangle,  became  the  Fielding  L. 
Wright  Art  Center. 

The  W.  B.  Roberts  Library  is  beautiful 
in  design,  spacious,  and  commodious.  At 
the  outset,  one  wing  housed  a  part  of  the 

Department  of  Education.  As  this  function  moved  to  the  education  building 
(later  designated  as  James  M.  Ewing  Hall)  in  the  spring  of  1978,  this  area 
was  adapted  to  library  use. 

The  building  faces  the  heart  of  the  City  of  Cleveland  as  it  looks  up  South 
Court  Street.    With  its  imposing  all  glass  front,  the  building,   located  among 
stately  oak  trees,  creates  a  beautiful  picture  and  distinct  impression  of  the 
University  as  one  drives  down  South  Court  Street  approaching  the  University 
campus  , 

Included  in  the  front  foyer  to  the  building  is  a  unique  lighting  and  rock 
garden  designed  and  installed  by  Lee  and  "Pup"  McCarty  of  Merigold,   Mis- 
sissippi.   The  McCartys  are  former  students  of  Delta  State.     McCarty' s  as 
an  enterprise     has  become  nationally  famous  for  its  designs  in  Mississippi 
clay . 


W.  B.  Roberts 
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Architect: 


WALTER  SILLERS  COLISEUM 


Original  Data 


Mattingly  and  Biggers 
Jackson,  Mississippi 


Total  Cost 


$        27,805 


Sq  Ft  Cost 
$  .59 


General  Wright  &  Maugh  Construction  Co.       $     373,460 

Contractor:  Leland,  Mississippi 


$         7.95 


Mechanical 
Contractor: 


J.   J.  Handley  Plumbing  Co, 
Vicksburg,  Mississippi 


$        61,667  $         1.31 


Electrical  Warren  Electric  Co. 

Contractor:  Senatobia ,  Mississippi 


$        28,305  $ 


60 


Other: 


Totals: 


Equipment 


$        24,718 
$     515,955 


.53 


$      10.9! 


Year  Completed:  1961 

Source  of  Funds:         State  Legislature  and  State  Building  Commission 


Principal  Use:  Classrooms,  offices,  activity  areas  ,  and  basketball  arena 


TF.CHNTCAL  DATA  AS  OF  JANUARY  1,    1982 


Gross  Area 

1st  Floor        28,676  sq  ft 

2nd  Floor          5,553  sq  ft 

3rd  Floor  sq  ft 

Other-Arena  12,744  sq  ft 

Totals             46,973  sq  ft 


WALTER  SILLERS  COLISEUM 
Floor  Plan  Footage 

Assignable  Area 

18,797      sq  ft 

4,908      sq  ft 

sq  ft 

12,000      sq  ft 

35,705       sq  ft 

Utilities 


Other  Areas 

Circulation      5,899  sq  ft 

Custodial  47  sq  ft 

Rest  Rooms       2  ,704  sq  ft 

Mechanical      2,618  sq  ft 

11.268  sqft 


HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


Type:     Gas  hot  water  boiler  No.  of  Units:      1 

Unit  Manufacturer:        Cleaver  Brooks  Company 

Capacity  Each  Unit:    Input       3,000,000    Output    2,400,000 

Controls  Each  Unit:       Pneumatic  Honeywell 

Type:      Chilled  water  No.  of  Units:       1 

Unit  Manufacturer:     Trane 

Capacity  Each  Unit:       300  Tons 

Controls  Each  Unit:        Honeywell  -  electronic 

Type:       Natural  gas  No.  of  Units:        1 

Unit  Manufacturer         Sellers 

Size:     600  Gallons         Gas  Burning  Capacity:    3,000,000 

Controls  Each  Unit:       Mercoid  control 

Type:       Pneumatic 

Manufacturer:       Honeywell 


The  378  gross  square  footage  added  in  1970  not  included  in  the  original  square 
foot  cost. 


16        it* 


WALTER    SILLERS    COLISEUM 


PtOM       NO 
SO      FT    f 


GROUND     FLOOR 
27,C58    SC  FT 


UNDER     STAGE 
1,018    SC     FT. 


46,973      SQ     FT     TOTAL 
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WALTER    SILLERS    COLISEUM 
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WALTER  SILLERS     COLISEUM 


ARENA 
12,744  3g  FT 
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WALTER  SILLERS  COLISEUM 


Date 


1966 


1970 


1972 


1974 


1975 


1977 


Description 


The  State  Building  Commission  authorized  funds  to 
purchase  and  install  a  central  cooling  and  heating 
system.    W.   H.   Lambeth,  with  the  Commission,  was 
the  design  engineer,  and  the  installation  was  done  by 
J.   M.  Rose  and  Son,  Greenwood,  Mississippi. 

Delta  State  University  Maintenance  Department  labor 
enclosed  an  area  to  the  north  side  of  the  Coliseum 
creating  a  storeroom  just  off  the  stage  area  adding 
some  378  usable  square  feet  to  the  building.  378 

Delta  State  University  funds  were  used  to  purchase 
and  have  installed  a  centrally  located  public  address 
system  for  the  arena. 

The  State  Building  Commission  under  HB  1275,  Laws  of 
1973,  authorized  the  reworking  of  the  lighting  system 
in  the  main  playing  arena  of  the  Coliseum. 

The  same  bill  authorized  repairs  to  the  Coliseum  air 
conditioning  system. 

The  State  Building  Commission  authorized  an  emergency 
allocation  to  repair  the  area  and  damages  caused  by  a 
flash  fire  that  erupted  during  the  refinishing  of  the 
gym  floor.     The  repair  work  was  done  by  the  Delta 
State  University  maintenance  personnel  and  Rogers 
Floor  Service ,  Indianola,   Mississippi. 

The  State  Building  Commission,   under  SB  3044,   Laws 
of  1975,  authorized  an  allocation  for  general  renova- 
tion and  repairs  to  the  Coliseum  to  include  redesignati(})n 
of  space  allotments,  new  partitions,  expansion  of 
women's  rest  room  facilities,  addition  of  press  boxes, 
renumber  i  ag  of  sections  and  seats  ,  new  lights  in 
classrooms,   nev;  shadow  glasses  in  windows,  and 
repainting  of  lnt:orior  of  arena,  classrooms,  and  lobby. 


Sq  Ft 
Added 


Cost 


$  137,467 


4,165 

6,224 

18,000 
12,000 


10,000 
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WALTER  SILLERS  COLISEUM 


Description 


Sq  Ft 
Added 


Cost 


McRea,  Dardaman,  and  Jones,  Grenada,  Mississippi, 
were  the  architects,  with  E.J.  Henry,  Grenada, 
Mississippi,  doing  the  construction  and  installation 
work. 

The  State  Building  Commission,  under  HB  1401,  Laws 
of  1977,  authorized  revisions  to  the  air  conditioning 
system  in  Walter  Sillers  Coliseum.     North,  Beasley, 
andSwayze,  Jackson,  Mississippi,  were  assigned  as 
engineers.    The  contract  was  awarded  to  Simpson 
Engineering  Company,  Greenville,  Mississippi,  in  the 
amount  of  $  60,100.     Funding  for  the  total  project 
amounted  to  $  66,000. 

During  the  summer  of  1980,  the  main  arena  floor 
area  was  sanded,  refinished,  and  relined  for  basket- 
ball play.     The  work  was  done  by  Grandwood  Floor 
Company,  Baton  Rouge,  Louisiana.     Funding  was  by 
Delta  State  University. 

The  State  Building  Commission,  under  SB  3092,  Laws 
of  1981,  authorized  funding  for  the  installation  of  a 
new  roof .     Brewer,  Godbold,   Hansen  and  Dickson, 
Clarksdale,  Mississippi,  were  the  architects  and 
engineers,  with  Coatings  Application  Co.,  St.  Louis, 
Missouri,  making  the  installation.    The  installation 
of  the  fluid  applied  elastomeric  roofing  system  was 
installed  in  the  spring  of  1982. 


$  85,200 


66,000 


8,900 


62,438 
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When  Delta  State  Teachers  College  was 
authorized  by  legislative  action  in  1924,  the 
late  Mr.  Walter  Sillers  of  Rosedale  was  a 
primary  proponent  and  largely  responsible  for 
its  location  in  Cleveland.     Keenly  interested 
in  all  higher  education,  he  showed  unusual 
loyalty  and  devotion  to  Delta  State  University . 
This  imposing  building  located  on  the  north 
side  of  Highway  8  is  handsomely  encircled 
with  the  name  WALTER  SILLERS  COLISUM 
bespeaking  to  all  who  come  within  the  portals 
of  the  University  that  Mr.  Sillers'  loyalty  and 
devotion  to  Delta  State  University  is 
remembered  and  appreciated. 

Walter  Sillers,  Jr.  ,  a  life-long  resident 
of  Rosedale,  Mississippi,  was  the  son  of  the 
late  Walter  Sillers  and  Mrs.  Florence  Warfield 
Sillers.     He  was  graduated  in  law  from  the 
University  of  Mississippi  where  as  "Red" 
Sillers  he  pitched  Ole  Miss  to  many  baseball 
victories.     On  November  22  ,    1911 ,  he  was 

married  to  Lena  Cable  Roberts  who  continues  the  Sillers'  loyalty  to  Delta  State 
University. 

In  1915  Mr.  Sillers  was  elected  to  serve  Bolivar  County  in  the  Mississippi 
House  of  Representatives.     He  took  office  January  1,   1916,  and  served  con- 
tinous  four-year  terms,  a  total  of  almost  fifty  years,  until  his  death  m  1966. 
From  1944  until  his  death,  a  total  of  twenty-two  years,  he  served  with  distinc- 
tion as  Speaker  of  the  House  of  Representatives.     Mr.  Sillers  had  the  unique 
ability  to  work  in  harmony  with  every  Governor  with  whom  he  served  and  was 
influential  in  every  major  legislative  enactment  for  half  a  century.     Mr.  Walter      , 
Sillers  is  remembered  as  a  leading  statesman  and  a  true  southern  gentleman. 

Sillers  Coliseum's  unique  design  provides  maximum  space  utilization.    The 
structure  was  the  first  round  coliseum  built  in  Mississippi.     The  seating  capacity 
for  athletic  events  is  3,500  (including  1,500  chair  seats)  and  for  stage  events 
some  5,000.    Tne  arena  provides  a  maximum  size  basketball  court  or  two  standard 


Walter  Sillers 
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courts  for  physical  education  classes.    The  spacious  stage  seats  a  large  sym- 
phony orchestra.     Complete  and  separate  dressing  and  training  facilities  are 
provided  for  men's  physical  education,  all  major  sports,  and  visiting  teams. 
Classrooms  and  offices  are  provided  for  physical  education  and  athletic  personnel. 

The  first  $  250,000  that  ultimately  became  a  part  of  the  funding  for  this  pro- 
ject was  allocated  by  the  1956  Legislature  and  was  earmarked  for  a  new  Educa- 
tion Building.    When  the  demonstration  school  was  closed  in  1957,  the  $  250,000 
was  reestablished  for  a  Physical  Education  Building.     The  1958  State  Building 
Commission  allocated  an  additional  $  265,955  to  complete  what  became  the 
Walter  Sillers  Coliseum. 

Bids  were  received  on  April  2,    1959.     The  low  bid  exceeded  the  funds  avail- 
able necessitating  a  reduction  in  the  project  by  $   100,000.    This  reduction  was 
worked  out  by  Dr.  J.   M .  Ewing ,   President,  and  Mr.   Hugh  C.  Smith,  Business 
Manager,  and  Mr.  Frank  Maugh,  Leland,  contractor  on  a  Saturday  afternoon  on 
the  dining  room  table  in  the  home  of  Mr.  Maugh.     The  contract  as  awarded  was 
reduced  by  5,700  square  feet  and  certain  items  in  the  specifications  were 
omitted . 

The  building  was  formally  dedicated  on  January  19,    1961.     Keys  were  pre- 
sented by  Ben  F.   Hilburn,  Jr.  ,  of  the  Delta  State  Committee  of  the  State  Build- 
ing Commisssion.    The  acceptance  of  the  building  was  made  by  Honorable 
Charles  D.  Fair,   President  of  the  Board  of  Trustees,  Institutions  of  Higher 
Learning.      Mr,  Fair  then  introduced  the  dedication  speaker,  the  Honorable 
Ross  Barnett,  Governor  of  Mississippi.     Mr.  Sillers  made  a  response. 

During  a  floor  refinishing  job  in  December,   1975,  a  flash  fire  erupted  on 
the  playing-floor  area  of  the  Coliseum.     Quick  thinking  by  Mr.  Joe  Wilson, 
Superintendent  of  Buildings  and  Grounds,  and  by  others  in  charge  at  the  time, 
contained  the  fire  and  kept  extensive  damages  to  the  building  and  injuries  to 
those  working  at  the  time  from  accruing.    The  State  Building  Commission 
authorized  emergency  allocations  to  repair  the  building  and  be  ready  to  con- 
tinue the  basketball  schedule  after  the  Christmas  holidays. 

During  the  summer  of  1980,  certain  physical  education  instruction  located 
in  Sillers  Coliseum  moved  to  new  quarters  in  the  Forest  E.  Wyatt  Gymnasium, 
leaving  Sillers  Coliseum  primarily  for  basketball  activities  and  office  space 
for  basketball  coaches.     Sillers  Coliseum  serves  as  housing  for  every  conceivable 
type  of  meeting  to  fulfill  the  needs  of  the  University  and  surrounding  community-- 
meetings  such  as  the  Delta  Council,   science  fairs,  graduation  exercises,   student 
dances,  concerts,  registrations,  religious  crusades,  et  cetera . 
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In  November,    1978,   Delta  State  University  accepted  an  offer  by   the 
Cleveland  State  Bank,   Cleveland,   Mississippi,    to  donate  a  Message  Center 
to   the  University.      The  Message  Center  is   located  near  Highway   8  fronting 
Sillers  Coliseum.      The  only   condition   to   the   gift   was   the   guarantee  of  10 
years  of  advertising  rights  on   the  display  by   the  Cleveland  State  Bank. 

The  American   Sign    and  Indicator   Company,    Spokane,    Washington,    furnished 
and   installed    the  Message   Center   at    a    total    cost    to   the   Cleveland  State  Bank 
of   $58,942.00. 

The  Message  Center  is,   and  has   been,    a   valuable   tool    to  Delta  State 
University  as   it   carries   announcements,    schedule  of  campus   events,    time  by 
the  minute,    current   temperature  by  degrees,    and   current   date. 


w         —       -i.  "•     -^    ^ 


Architect: 


General 
Contractor: 


GEORGE  B.  WALKER  NATATORIUM 


Original  Data 


Henry  0.  Orth  &  Associates 
and  Cox  Craft  Co. 
Birmingham,  Alabama 

Inverness  Lumber  Co. 
Inverness,   Mississippi 


Total  Cost 


$        6,684 


$  134,300 


ScrFtCost 
$  .57 

$      11.45 


Mechanical 
Contractor: 


Included  in  General 


Electrical 
Contractor: 


Included  in  General 


Other: 


Totals: 


Year  Completed:         1970 


Source  of  Funds: 


$  140,984 


$      12.02 


Delta  State  reserve  funds,    1968,   $   107,651;  Federal 
Government,   Title  I,  College  Facilities  Act,    11/5/68, 
Project  Miss  4-002-42,   $  33,333 


Principal  Use: 


Physical  education  and  recreational  swimming 
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TF.nHNTCAL  DATA  AS  OF  JANUARY  1  ,    1982 


Gross  Area 
1st  Floor         11,891      sq  ft 

sq  ft 

sq  ft 

sq  ft 


2nd  Floor 
3rd  Floor 
Other 
Totals 


GEORGE  B.  WALKER  NATATORIUM 
Floor  Plan  Footage 
Assignable  Area 
10,475      sq  ft 
sq  ft 
sq  ft 
sq  ft 


Other  Areas 


1  1.891      sq  ft 


HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


10,475       sq  ft 
Utilities 


Circulation           237  sq  ft 

Custodial                   0  sq  ft 

Rest  Rooms           955  sq  ft 

Mechanical          224  sq  ft 

UM  sq  ft 


Type:  Natural  gas  space  heaters    No.  of  Units:       6 

Unit  Manufacturer:       Unknown 

Capacity  Each  Unit:      Input     60,000        Output       52,000 

Controls  Each  Unit: 

Type:     Window  unit,  office  No.  of  Units:       1 

Unit  Manufacturer:      Frigidaire 

Capacity  Each  Unit:        7,000  BTU 

Controls  Each  Unit: 

Type:      Natural  gas  No.  of  Units:        1 

Unit  Manufacturer:      Crane 

Size:     85  Gallons  Gas  Burning  Capacity:     85,000  BTU 

Controls  Each  Unit: 

Type:       None 

Manufacturer: 


98 


"  o  « 

or  * 


L'-L 


o  < 

I— 

< 


LU 
<  00 

5  = 


o 
o 

LlI 


T 


99 


REPAIRS.   RENOVATIONS,  AND  ADDITIONS  AS  OF  TANUARY  1,    1982 


GEORGE  B.  WALKER  NATATORIUM 


Date 


Description 


1974  The  State  Building  Commission,   under  HB  956,  Laws 

of  1974,  and  later  supplemented  by  HB  1288,   Laws  of 
1975,  authorized  funding  for  repairs  to  the  Natatorium, 
Virden  and  Robinson,  Greenville,  Mississippi,  were 
the  architects  with  Roy  Collins  Construction  Co.  , 
Cleveland,  Mississippi,  doing  the  work. 

1978  The  State  Building  Commission,  under  HB  1461,   Laws 

of  1978,  authorized  funding  for  repairs  to  pool 
lighting  and  filter  system. 

1980  The  State  Building  Commission,   under  HB  1399,  Laws 

of  1979,  authorized  certain  brick  work  to  be  done  to 
tie  the  natatorium  to  the  Forest  E.  Wyatt  Gymnasium 
and  Whitfield  Gymnasium,   enhancing  the  beauty  and 
efficiency  of  the  facility.     The  cost  was  part  of  the 
$   170,998  site  work  change  order  contract  authorized 
to  Roy  Collins  Construction  Co.  ,  Cleveland, 
Mississippi,  with  Kaplan  and  Oakman,  Greenville, 
Mississippi,  architects.     This  cost  is  included  in 
the  Forest  E.  Wyatt  Gymnasium  project. 


Sq  Ft 
Added 


Cost 


$     26,379 


17,500 


:i70,998) 
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The  George  B.  Walker  Natatorium,  an  indoor- 
outdoor  swimming  pool  facility  for  year-round 
use,  is  named  in  honor  of  the  late  George  B. 
Walker.     Mr.  Walker  was  a  native  of  PikeCounty, 
son  of  the  late  S .  C .  and  Sallie  Walker.    In  1907 
he  earned  the  B.  S.  degree  from  Mississippi 
A&M  (Mississippi  State  University)  and  was 
married  to  the  late  Bessie  Rea ,  daughter  of  Mr, 
and  Mrs.  J.  S.  Rea,  in  1911.     The  Walkers 
reared  two  children.  Dr.  George  Rea  Walker 
and  the  late  J.  C.  Walker. 

Mr.  Walker  served  as  Superintendent  of  the 
Delta  Branch  Experiment  Station  from  1910  to 
1922.     In  1922,   he  organized  and  managed  the 
Stoneville  Pedigreed  Seed  Company,  becoming 
the  sole  owner  in  1928.     For  many  years  this 
company  has  been  a  national  leader  in  breeding 
George  B.  Walker  and  developing  improved  strains  of  cotton  seed 

for  sale  throughout  the  cotton  world.     He  or- 
ganized and  served  as  President  of  the  Mississippi  Guernsey  Breeders  Associa- 
tion and  served  on  the  Executive  Committee  of  the  American  Guernsey  Cattle 
Club.     Mr.  Walker  served  as  Chairman  of  the  Board  of  Walker  Farms,  Inc.  , 
Walker  Dairy  Products,  Inc.,  and  Stoneville  Pedigreed  Seed  Company,  Inc. 

A  successful  businessman,  cattleman,  farmer,  civic  leader,  and  states- 
man,  he  earned  and  was  awarded  numerous  honors  including:    member.  Board 
of  Trustees,  State  Institutions  of  Higher  Learning;  State  Senator,  Washington 
County,    1946-1960;  Master  Farmer's  Award;  Rotary  President;  originator, 
Spinner-Breeder  Conference;  President,  Washington  County  Farm  Bureau  and 
Chamber  of  Commerce;  Chairman,  Research  Committee  and  Director,  Delta 
Council;  Honorary  Life  Member,   Mississippi  Travelers  Club;  listed  in  Bio- 
graphical Encyclopedia  of  America,  of  the  World,  and  Mississippi  History. 
He  was  a  devout  and  exemplary  member  of  the  Leland  Presbyterian  Church 
having  served  as  an  Elder  for  more  than  half  a  century. 

The  natatorium  meets  AAU  specifications.     The  pool  is  heated  for  year- 
round  use.    It  had  adequate  dressing  rooms  and  showers.    It  serves  as  a  class- 
room facility  and  swimming  recreation  for  students,  faculty,   staff,  and  their 
families.     The  "Delta  Ducks,"  a  local  swimming  organization  for  small  children, 
use  the  pool  for  training  and  competitive  meets. 

The  George  B.  Walker  Natatorium  was  dedicated  at  the  December  10,   1970, 
ceremonies  held  in  Jobe  Hall  at  2:30  p.m. 
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Architect: 


General 
Contractor: 


ELEANOR  BOYD  WALTERS  HALL 

(INCLUDING  ROY  LEE  WILEY  PIANETARIUM) 

Original  Data 

Total  Cost 

Kaplan  &  Oakman  ,  Greenville  ,  Miss  .  $     95,834 
associated  with  Virden  &  Roberson 
Greenville,  Mississippi 


Carothers  &  Carothers 
Water  Valley,  Mississippi 


$  968,078 


SqFtCost 
$        2.17 

$      21.99 


Mechanical 
Contractor: 


Electrical 
Contractor: 


Other: 

Totals: 
Year  Completed: 


J.   M.  Rose,  Inc. 
Greenwood,  Mississippi 
(Completed  by  bonding  company) 

J.  M.  Rose,  Inc. 
Greenwood,  Mississippi 
(Completed  by  bonding  company) 

Furniture  and  equipment 


1976 


$  467,105 

$  129,800 

$  562,863 
$    2,223,680 


$      10.61 


2.95 


$      12.79 


$      50.51 


Source  of  Funds:        State  Legislature,  HB  1504  H,    1974,  and  HB  1289,    1975 


Principal  Use: 


Physical  science,  mathematics,  and  planetarium 
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Gross  Area 

1st  Floor         21,778  sq  ft 

2nd  Floor        20,228  sq  ft 

3rd  Floor  2,015  sq  ft 

(Pent  House) 

Other  sq  ft 


TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 
ELEANOR  BOYD  WALTERS  HALL 
(INCLUDING  ROY  LEE  WILEY  PLANETARIUM) 
Floor  Plan  Footage 
Assignable  Area 
17,023      sq  ft 
16,056      sq  ft 
sq  ft 
sq  ft 


Totals 


HEAT 


44,021      sq  ft 


33,079      sq  ft 


Utilities 


Other  Areas 

Circulation      6,790  sq  ft 

Custodial  344  sq  ft 

Rest  Rooms  876  sq  ft 

Mechanical      2 ,932  sq  ft 

10,942  sq  ft 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


Type:     Gas  hot  water  boiler  No.  of  Units:       2 

Unit  Manufacturer:     Cleaver-Brooks 

Capacity  Each  Unit:     Input    2  ,  000  ,  000  Output      1,600,000 

Controls  Each  Unit:        Honeywell,  thermostat 

Type:      Chilled  water  No.  of  Units:       1 

Unit  Manufacturer:         Trane 

Capacity  Each  Unit:        300  Tons 

Controls  Each  Unit:     Pneumatic  Honeywell 

Type:      Natural  gas  No.  of  Units:      1 

Unit  Manufacturer:      Ruud 

Size:    84  gals  hour  Gas  Burning  Capacity:       528,000  BTU 

Controls  Each  Unit:       Honeywell  thermostat 

Type:       Pneumatic 

Manufacturer:     Honeywell 


ELEANOR     B      WALTERS      HALL 
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REPAIRS,   RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 
ELEANOR  BOYD  WALTERS  HALL 
(INCLUDING  ROY  LEE  WILEY  PLANETARIUM) 


Date 


Description 


1977  In  the  final  stages  of  construction,  it  was  discovered 

that  book  shelving  for  offices  was  left  out  of  the 
General  Contract.     The  State  Building  Commission,  by 
order  in  December,   1976,  authorized  a  contract  to 
Roy  Collins  Construction  Co.  ,  Cleveland,  Mississippi, 
in  the  amount  of  $  6,950  to  install  the  shelving  with 
funds  to  come  from  the  contingency  allowance  for  the 
building. 


Cost 


$     6,950 


-^K.  a 
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ELEANOR  BOYD  WALTERS  HALL 

(INCLUDING  ROY  LEE  WILEY  PLANETARIUM) 


Eleanor  Boyd  Walters  Hall  was  completed 
in  December  1976  at  a  cost  of  $  2, 170,267. 
Funds  were  allocated  by  the  1974  session  of 
the  Mississippi  State  Legislature  and  construc- 
tion was  begun  in  1975. 

The  two-story  52,000  square  foot  facility 
houses  the  Department  of  Mathematics  and 
Physical  Sciences  which  were  furnished  with 
the  most  modern  equipment  on  the  market  at 
the  time.    In  addition,  Walters  Hall  houses 
the  Roy  Lee  Wiley  Planetarium,  the  only  one 
at  this  writing  on  any  state-supported  university 
campus  in  Mississippi.     The  planetarium  was 
originally  scheduled  as  a  part  of  the  R.  L. 
Caylor  Hall.     Lack  of  funds  eliminated  it;  thus 
the  acquisition  in  the  construction  of  Walters 
Hall  some  five  years  later.     The  planetarium 
houses  a  Spitz  unit  costing  $  130,000. 


Eleanor  Boyd  Walters 


The  Eleanor  Boyd  Walters  Hall  is  the  first  Delta  State  University  building 
to  bear  the  name  of  one  of  its  alumni.     Miss  Walters  received  a  B.  S.  in  Edu- 
cation degree  with  a  major  in  mathematics  in  May,   1934.     She  ranked  first  in 
her  class.    In  1939  she  earned  a  masters  from  Duke  University  and  in  1956  a 
doctorate  from  Teachers  College,  Columbia  University.     She  was  a  General 
Education  Board  fellow.    The  fall  semester  of  1972  was  spent  in  private  study 
of  the  instructional  program  in  mathematics  in  the  British  Isles.     Dr.  Walters 
is  the  epitomy  of  the  master  teacher  envisioned  by  the  educational  founders 
of  Delta  State  Teachers  College:    high  moral  and  ethical  standards,   scholarly 
attainment,  and  the  ability  to  communicate  and  impart  her  knowledge  toothers 

Professor  and  Chairman  of  the  Department  of  Mathematics,  Eleanor  Boyd 
Walters  was  a  member  of  the  Delta  State  University  faculty  from  1943  until 
her  retirement  with  emeritus  status  in  1979.     During  this  time  she  gave  un- 
stintingly  of  herself  to  the  state  in  in-service  programs  in  mathematics.    An 
avid  supporter  of  Delta  State  University  athletic  teams.  Dr.  Walters  served 
on  the  athletic  committee  for  a  number  of  years.    She  was  a  leader  in  profes- 
sional organizations  and  held  positions  of  trust  in  the  AAUW  and  her  church. 
She  received  the  "Delta  State  Outstanding  Alumni  Award"  in  1964,  the  first 
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ELEANOR  BOYD  WALTERS  HALL 
(INCLUDING  ROY  LEE  WILEY  PLANETARIUM) 


year  the  awards  were  made.     Dr.  Walters  had  the  distinction  of  serving  as 
chairman  of  the  committee  to  set  up  selection  criteria  to  be  used  by  the 
Search  Committee  in  naming  the  fifth  president  of  Delta  State  University. 

Walters  Hall  was  dedicated  February  24,    1981,  with  President  Kent  Wyatt 
presiding.     The  Reverend  Paul  Eugene  Russell,  Pastor  of  the  First  United 
Methodist  Church,  Cleveland,  gave  the  invocation  and  benediction.     Mr. 
James  A.  Cook,   member  of  the  Mississippi  State  Building  Commission,  pre- 
sented keys  to  the  building  which  were  accepted  by  Mrs.  Miriam  Q.  Simmons, 
President  of  the  Board  of  Trustees,  Institutions  of  Higher  Learning.     Mrs. 
Leila  Lyle  Underhill,  fellow  alumna  and  member  of  the  mathematics  faculty, 
and  Dr.  Jack  C.  Whites,  also  an  alumnus,   major  with  Dr.  Walters,  and 
medical  doctor  in  Birmingham,   Alabama,  paid  tribute  to  the  honoree.     Dr. 
Walters  made  a  response. 
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HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 
ROY  LEE  WILEY  PLANETARIUM 
(IN  ELEANOR  BOYD  WALTERS  HALL) 


The  Roy  Lee  Wiley  Planetarium  is  located  in 
the  Eleanor  Boyd  Walters  Hall.     The  equipment, 
manufactured  by  Spitze  Space  Systems,  Inc.  , 
was  purchased  for  $  130,000.     It  is  the  only' 
equipment  of  its  type  in  Mississippi  and  the 
only  planetarium  system  on  a  college  or  univer- 
sity campus  in  the  state. 

The  planetarium,   housed  under  a  thirty- 
foot  dome,   has  a  seating  capacity  of  sixty  per- 
sons.    It  is  designed  as  an  educational  facility 
for  university  classes  and  for  special  showings 
for  schools  and  the  general  public.     The  star 
ball,   located  in  the  center  of  the  dome  area, 
projects  2,400  stars  as  they  are  viewed  with 
the  naked  eye.     Brightness  and  color  of  each 
individual  star  exactly  matches  its  counterpart 
in  the  galaxy.     The  stars  can  be  rotated  360 
degrees  in  latitude  and  heading  in  order  to  pro- 
ject the  star  field  from  any  place  on  earth  at 
any  time  of  the  year.     The  star  ball  is  supple- 
mented by  24  special  effects  projectors. 


Roy  Lee  Wiley  came  to  Delta  State  Univer- 
sity in  1942  as  Associate  Professor  of  Physics 
and  his  service  was  continuous  until  his  retire- 
ment in  1975.     A  challenging  teacher  of  physics, 
his  keen  mind  set  a  rapid  pace  for  students  as 
he  expertly  and  nimbly  explained  the  intrica- 
cies of  complex  problems. 

The  Roy  Lee  Wiley  Planetarium  was  dedica- 
ted in  ceremonies  held  at  10:30  a.m.  ,   June  24, 
1980,  with  President  Kent  Wyatt  presiding. 
Following  an  invocation  by  Dr.  H.  J.   Jacob, 
Dean  Emeritus  of  the  School  of  Graduate  Stud- 
ies, keys  were  presented  by  Travis  E.  Parker, 
Vice  President,  Board  of  Trustees,  Institutions 
of  Higher  Learning.     Tribute  to  Mr.  Wiley  was 
paid  by  Dr.  Jesse  S.  White,   Professor  of 
Biology  Emeritus.     Remarks  were  made  by  Dr. 


Roy  Lee  Wiley 


HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 
ROY  LEE  WILEY  PLANETARIUM 
(IN  ELEANOR  BOYD  WALTERS  HALL) 


J.  D.  Ouzts,  Associate  Dean,  School  of  Arts  and  Sciences.    A  planetarium 
demonstration  and  lecture  was  given  by  Mr.  Billy  G.   Tatum,  Instructor  in 
Physical  Sciences.     Mr.  and  Mrs.  Wiley  and  members  of  his  family  including 
a  son  and  two  daughters  were  present  for  the  dedication  ceremonies. 
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WHITFIELD  GYMNASIUM 


Original  Data 


Total  Cost 


Architect:  J.  S.  Sigler,  Superintendent  of 

Buildings  and  Grounds,  Delta  State 
Teachers  College,  Cleveland,   Miss. 

General  Works  Progress  Administration  $     75,882 

Contractor:  (WPA)   labor 


Sq  Ft  Cost 


3.69 


Mechanical 
Contractor: 


Included  in  General 


Electrical 
Contractor: 


Included  in  General 


Other: 
Totals: 


$      75,882 


3.69 


Year  Completed: 
Source  of  Funds: 

Principal  Use: 


1939 

Federal  funds  (WPA)  with  some  funding  from  the  State 
Building  Commission 

Physical  education  classrooms,  offices,  activity  areas, 
and  basketball  court 


TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 


Gross  Area 


1st  Floor 
2nd  Floor 
3rd  Floor 
Other 
Totals 

HEAT 


20,635       sq  ft 

4,779      sq  ft 

sq  ft 

sq  ft 

25,414*    sq  ft 


WHITFIELD  GYMNASIUM 

Floor  Plan  Footage 

Assignable  Area 

17,111      sqft 

3,158      sqft 

sq  ft 

sq  ft 


20,269      sq  ft 
Utilities 


Other  Areas 

Circulation      3,869  sqft 

Custodial  166  sq  ft 

Rest  Rooms  468  sq  ft 

Mechanical  642  sq  ft 

5,145  sq  ft 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


Type:     Gas  -  hot  water  No.  of  Units:      1 

Unit  Manufacturer:      Cleaver  Brooks 

Capacity  Each  Unit:     Input     1  ,  500  ,  000  Output   1 ,  200  ,  000 

Controls  Each  Unit: 

Type:     Chilled  water  No.  of  Units:       1 

Unit  Manufacturer:        Trane 

Capacity  Each  Unit:        85  Tons 

Controls  Each  Unit:      Penn  controls 

Type:    Natural  gas  No.  of  Units:        1 

Unit  Manufacturer:     Hotstream 

Size:      90  gallons  Gas  Burning  Capacity:     135,000  BTU 

Controls  Each  Unit:        Honeywell 

Type:      Pneumatic 

Manufacturer:        Johnson  Control  Company 


*Annex  addition  of  4,855  gross  square  footage  added  in  1947  not  included  in  the 
original  square  foot  cost. 


WHITFIELD 


GYMNASIUM 


25,414      SQ    FT     TOTAL 
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REPAIRS,   RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 


WHITFIELD  GYMNASIUM 


Date 


1947 


1964 


1975- 
1976 


Description 


The  State  Building  Commission  under  HB  1127,   Laws 
of  1946,  authorized  funds  to  add  4,855  square  feet  of 
additional  floor  space  to  this  facility  to  take  care  of 
needed  classroom  and  activity  space  due  to  the  sudden 
influx  of  veterans  as  students  after  World  War  II. 
R.  W.  Naef,  Jackson,   Mississippi,  was  the  architect 
with  construction  done  by  M .   T.  Reed  Construction 
Co.,  Jackson,   Mississippi. 

The  State  Building  Commission  authorized  funds  to 
brick  veneer  the  exterior  of  Whitfield  Gymnasium. 
Biggs,  Weir,  and  Chandler,  Jackson,   Mississippi, 
were  the  architects  with  Inverness  Lumber  Co.  , 
Inverness,   Mississippi,  making  the  installation. 

The  State  Building  Commission,  along  with  a  Title  I 
Federal  Grant,  authorized  funding  for  a  complete 
Renovation  of  Whitfield  Gymnasium,  including  central 
air  conditioning  and  heating.     Kaplan  &  Oakman, 
Architects,  Greenville,  Mississippi,  were  assigned  as 
general  architects  with  North,  Beasley  &  Swayze, 
Jackson,   Mississippi,  as  engineers  with  a  total  fee 
cost  of  $  22,892.     Roy  Collins  Construction  Co.  , 
Cleveland,   Mississippi,  was  the  general  contractor 
at$  381,531.     Equipment  was  purchased  at  $  24  ,077  . 

Funding  of  the  project  was  from  Federal  Grant,  College 
Facilities  Act,  Title  I,  Proj  MISS4-4-00754 ,  June  26, 
1974,  and  the  1972,   1973,  and  1974  Mississippi 
Legislatures: 

Federal  Government  $     95,000 

SB  2337,  Mississippi  Legislature,   1972  150,000 

HB  1275,  Mississippi  Legislature,    1973  135,000 

HB  1504,  Mississippi  Legislature,   1974  48,000 

Total 


Sq  Ft 
Added 


4,855 


Cost 


$     26,580 


31,522 


428,500 
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REPAIRS,   RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 

WHITFIELD  GYMNASIUM 


Date 


Description 


Cost 


1981       The  State  Building  Commission,   under  SB  3092,   Laws 
of  1981,  authorized  funding  for  the  installation  of  new 
flat  roofs  surrounding  the  barrelled  roofed  playing 
arena.     Brewer,  Godbold,  Hansen,  and  Dickson, 
Clarksdale,  Mississippi,  were  the  engineers  with 
Coatings  Application  Co.  ,  St.  Louis,   Missouri,  making 
the  installation. 


$  24,131 
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HISTORICAL  DATA  AS  OF  JANUARY  1 ,    1982 
WHITFIELD  GYMNASIUM 


The  name  "Whitfield  Gymnasium"  honors 
the  late  Governor  Henry  L,  Whitfield  who 
signed  the  bill  creating  Delta  State  Teachers 
College  on  April  9,   1924. 

Whitfield  Gymnasium  was  constructed  in 
1939  with  funds  provided  by  the  State  Building 
Commission  supplemented  by  a  grant  from  the 
Works  Progress  Administration.     The  gymnasium 
originally  contained  offices  for  women  staff 
members  of  the  Division  of  Health,  Physical 
Education,  and  Recreation,  one  large  playing 
floor,  classrooms,  storerooms,   locker  rooms, 
dryers,  and  shower  rooms.    An  additional  play- 
ing floor  was  added  in  1947  to  accommodate 
the  sudden  influx  of  World  War  II  students. 
In  1964,  the  exterior  concrete  structure  of  the 
building  was  brick-veneered,  making  it  one  of 
the  most  attractive  buildings  on  the  campus. 
Whitfield  Gymnasium  was  the  last  classroom 
facility  to  become  independent  of  the  original 
Central  Heating  Plant. 

Whitfield  Gymnasium,  located  in  an  open  and  shady  campus  setting,  has 
been  the  scene  of  numerous  college  and  community  functions  .    Here  in  1938  the 
first  general  meeting  of  the  Delta  Council  was  held.    Through  the  years  these 
meetings  have  attracted  national  figures  as  keynote  speakers.    In  1947,  Dean 
Acheson ,  then  Under-Secretary  of  State ,  substituting  for  President  Harry  Truman , 
delivered  the  address  heralded  as  the  beginning  of  the  Marshall  Plan.  Clinton 
P.  Anderson,  Secretary  of  Agriculture;  Senator  Elmer  Thomas  from  Oklahoma;  Sen- 
ator George  D .  Aiken  from  Vermont;  Senator  Harry  Byrd  from  Virginia;  Richard 
Harkness,  NBC  Commentator;  Charles  F.  Brannon,  Secretary  of  Agriculture; 
William  Faulkner,  Nobel  prize  winner;  Dr.  Verner  Von  Braun,  renowned  space 
authority,  and  many  other  notables  have  stood  before  Delta  Council  Audiences 
in  Whitfield  Gymnasium.    Whitfield  and  whatat  one  time  was  a  nearby  land- 
scaped outdoor  theatre  have  been  the  setting  for  many  annual  spring  festivals  or 
pageants  of  song  and  dance  by  college  students  and  demonstration  school  chil- 
dren presented  by  the  physical  education  department. 

Whitfield  Gymnasium  was  formally  dedicated  at  1:45  p.m.  ,  December  9,  19  39, 
atceremonies  held  in  Broom  Auditorium.  Mrs.  W.  T.  Winston,  a  member  of  the  Eng- 
list  faculty,  gave  "An  Appreciation  of  the  Late  Governor  Henry  L.  Whitfield. " 
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HISTORICAL  DATA  AS  OF  JANUARY  1,    1980 
WHITFIELD  GYMNASIUM 


Although  Whitfield  Gymnasium  was  the  institution's  first  permanent  gymn- 
asium, Delta  State  University  did  have  certain  temporary  facilities  prior  to 
the  construction  a  permanent  building. 

A  barn  which  was  a  part  of  the  Bolivar  County  Agricultural  High  School  saw 
some  use  as  an  early  gymnasium  floor.     In  1926  part  of  the  $  170,000  appropria- 
tion for  $   170,000  called  for  a  "temporary"  gymnasium.    Contracts  for  this 
gymnasium,  along  with  others,  were  let  August  10,    1926,  and  a  formal  opening 
of  this  gymnasium  was  held  Saturday  night,  January  29,    1927,  in  the  form  of  a 
girls'  basketball  game.    The  gymnasium  was  dedicated  February  3,   1927,  and 
consisted  of  a  frame  building  with  a  45x70  foot  playing  floor  and  a  spectators' 
gallery.    In  192  9  the  gymnasium  was  enlarged  to  provide  dressing  rooms. 

Both  men  and  women  played  championship  basketball  within  these  walls. 
Margaret  Wade,  who  has  become  a  national  figure  as  a  woman's  coach,  played 
here  while  a  student  at  Delta  State  Teachers  College  and  a  member  of  the 
famous  Rabbit  Foot  Squad. 
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Temporary  gymnasium  dedicated  February  3,    1927 


FIELDING  L.  WRIGHT  ART  CENTER 

(ORIGINALLY  ROBERTS  MEMORUVL  LIBRARY) 
Original  Data 


Architect:  R.  W.   Naef 

Jackson,  Mississippi 


Total  Cost 


$       2,971 


SqFtCosI 
$  .25 


General 
Contractor: 


J.  C.  Garber  &  Son 
Jackson,   Mississippi 


$     59,434  $       4.90 


Mechanical 
Contractor: 


Included  in  General 


Electrical 
Contractor: 


Included  in  General 


Other: 


Totals: 


$      62,405 


$         5.15 


Year  Completed:         1939 

Source  of  Funds:        State  Legislature  and  Public  Works  Administration 


Principal  Use: 


Originally  library;  currently  art  classrooms,  offices, 
studios,  and  galleries  121 


Gross  Area 
1st  Floor        10,825      sq  ft 
2nd  Floor         4,626      sq  ft 

sq  ft 
sq  ft 


3rd  Floor 

Other 

Totals 


TECHNICAL  DATA  AS  OF  JANUARY   1  ,    1982 

FIELDING  L.  WRIGHT  ART  CENTER 
(ORIGINALLY  ROBERTS  MEMORIAL  LIBRARY) 
Floor  Plan  Footage 
Assignable  Area 
8,876      sq  ft 
4,028      sq  ft 
sq  ft 
sq  ft 


15,451       sq  ft 


12,904    sq  ft 
Utilities 


Other  Areas 

Circulation      1,589  sq  ft 

Custodial              101  sq  ft 

Rest  Rooms           527  sq  ft 

Mechanical          330  sq  ft 

2,547  sq  ft 


HEAT 


No.  of  Units: 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


Type:   Low  pressure  steam 

Unit  Manufacturer:      Kewanne 

Capacity  Each  Unit:    Input    840,000        Output 

Controls  Each  Unit:      Honeywell  Pressure  Control 

Type:      Chilled  water  No.  of  Units:     1 

Unit  Manufacturer:      Trane 

Capacity  Each  Unit:    30  Tons 

Controls  Each  Unit:      Honeywell  thermostat 

Type:  No.  of  Units: 

Unit  Manufacturer 

Size:  Gas  Burning  Capacity: 

Controls  Each  Unit: 

Type:    Electrical  thermostat 

Manufacturer:        Honeywell 


*Additions  of  9,107  gross  square  footage  in  1957  and  1970  not  included  in 
original  square  foot  cost. 


FIELDING  L.WRIGHT 
ART  CENTER 


I5,4,T|     SO  FT     TOTAL 
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FIELDING   L.WRIGHT  ART   CENTER 


SCALE 


DRAWING 
ill/(i2i' 


COMMERCIAL        DESIGN 
STUDIO 


DN 


DESIGN 
J;4/4  27» 


ADDITION 


SECOND     FLOOR 
2873    SQ   FT 
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SCALE 


ADDITION    TO    ART   CENTER 


EXISTING    BLDG 


GLAZING 
14  9* 


WORK   ROOM 
338* 


_         L 


CERAMICS   CLASS  RM. 
115/1085' 


1 


FIRST  FLOOR 

1572    6Q   FT 


EXISTING   BLDG 


ART 

zis/ie,2Tf 


SECOND  FLOOR 

17  53    ia    FT 


3325      M    FT 
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REPAIRS,   RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 
FIELDING  L.  WRIGHT  ART  CENTER 
(ORIGINALLY  ROBERTS  MEMORIAL  LIBRARY) 


Date 


Description 


1957       The  State  Building  Commission  allocated  funds  for  the 
renovation  of  and  addition  to  this  facility  known  at  the 
time  as  the  Roberts  Memorial  Library.     Shourds  & 
Mogabagab  of  Gulfport,  Mississippi,  were  the  archi- 
tects with  City  Lumber  Co.,  Grenada,  Mississippi, 
the  construction  contractors. 

1970  With  the  completion  of  the  new  W.  B.  Roberts  Library 
in  1969,  this  building  was  renamed  the  Fielding  L. 
Wright  Art  Center  and  its  function  changed  to  use  by 
the  Art  Department. 

The  State  Building  Commission  authorized  Delta  State 
University  to  employ  Kaplan  &  Oakman,  Greenville, 
Mississippi,  as  architects  at  $  3,000  to  design  a 
ceramic  addition  to  this  facility. 

Wise  Construction  Co.  ,  Jackson,  Mississippi,  was 
the  general  contractor  at  $  53,000.     Some  3,325  addi- 
tional square  footage  was  added  to  the  building. 

Funding  was  by  Delta  State  University  reserve  funds. 

1971  Delta  State  University  funded  the  installation  of  a  new 
tile  floor  covering  for  the  entire  building.     The  work 
was  done  by  Home  Appliance  Co.  ,  Greenville, 
Mississippi. 

1977      The  State  Building  Commission  under  HB  1401,  Laws 
of  1977,  authorized  $  12,500  for  the  construction  of 
an  outside  firing  area.    This  was  done  by  Mr.  Billie 
Daves,  Cleveland,  Mississippi,  under  the  supervi- 
sion of  Mr.  Malcolm  Norwood,  Head  of  the  Art  Depart-- 
ment,  who  designed  the  facility.     The  installation 
became  an  attachment  to  the  south  east  corner  of  the 
ceramic  addition  of  the  Wright  building . 


Sq  Ft 
Added 


Cost 


5,782 


$  122,035 


3,325 


53,000 


2,100 


12,500 
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REPAIRS,  RENOVATIONS.  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 
FIELDING  L.  WRIGHT  ART  CENTER 
(ORIGINALLY  ROPERTS  MEMORIAL  LIBRARY) 


Date 


Description 


1978  The  State  Building  Commission,   under  HB  1461,  Laws 

of  1978,  authorized  an  allocation  of  $  85,000  for 
repair  and  renovation  of  Fielding  L.  Wright  Art  Center. 
Mr.  Tommy  Goodman,  Jackson,  Mississippi,  a  Delta 
State  University  graduate,  was  appointed  as  architect 
and  was  paid  $  6,286.    Greenville  Lumber  Co.,  Green- 
ville, Mississippi,  was  the  general  contractor  and 
was  paid  $  79,214. 

Spaces  were  redesignated  for  more  functional  uses 
with  new  wiring  and  lighting  throughout.     Improve- 
ments were  made  in  the  rest  room  facilities.     The  job 
was  completed  in  the  spring  of  1980. 


Sq  Ft 
Added 


Cost 


$      85,550 
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HISTORICAL  DATA  AS  OF  JANUARY  1.    1982 

FIELDING  L.  WRIGHT  ART  CENTER 
(ORIGINALLY  ROBERTS  MEMORIAL  LIBRARY) 

The  Fielding  L.  Wright  Art  Center  as  a 
building  once  carried  the  name  Roberts  Memor- 
ial Library  serving  as  a  library  construction 
in  1939  until  1968,  at  which  time  a  new  library 
building  was  completed  on  the  Hill  Building 
site.     The  name  "Roberts"  followed  the  new 
library  facility,  becoming  the  W.  B.  Roberts 
Library.     It  was  at  this  time  that  the  Depart- 
ment of  Art  occupied  the  former  library  build- 
ing.    It  underwent  renovation  and  addition 
and  became  the  Fielding  L.  Wright  Art  Center 
serving  as  a  classroom  and  laboratory  facility 
for  the  teaching  of  art  and  ceramics. 

The  redesignated  building  is  named  in 
memory  of  The  Honorable  Fielding  L.  Wright, 
former  Governor  of  the  State  of  Mississippi. 
Governor  Wright  was  a  lifelong  resident  of 
Sharkey  County,  the  son  of  Mr.  and  Mrs. 

Henry  Jones  Wright.     Governor  Wright  received  his  education  at  Webb  School, 
Bell  Buckle,   Tennessee,  and  the  University  of  Alabama.     On  July  16,    1917, 
he  married  the  former  Nan  Kelly.     The  Wrights  had  two  children:    Fielding  L.  , 
Jr.  ,  and  Mrs.  Charles  Hunt  (the  former  Elaine  Wright).     Governor  Wright,  a 
successful  lawyer  who  practiced  in  Rolling  Fork  and  Jackson,  was  elected  to 
the  Senate  in  1928.     He  served  continuously  as  a  legislator  for  sixteen  years. 
During  the  1936-1949  legislative  term  he  served  as  Speaker  of  the  House. 
In  1944  he  was  elected  Lieutenant  Governor  and  became  Governor  in  1946 
upon  the  untimely  death  of  Governor  Thomas  L.  Bailey.     He  was  elected  to  a 
full  four-year  term  as  Governor  in  1947,  winning  the  nomination  in  the  first 
primary  over  four  opponents.     As  Governor,   he  provided  the  state  with  dynamic 
leadership.     During  his  administration  the  Workmen's  Compensation  Com- 
mission was  created  and  all  areas  of  state  government  were  strengthened.     He 
was  kn  =".'n  as  a  "Friend  of  Education,"  including  public  schools,   junior  col- 
leges,       'lor  colleges,  and  universities.     Mississippi' s  prosperity  was 
evidence-      uring  this  period  through  the  location  of  many  new  industries 
throughout      '.  state.     Governor  Wright  was  a  firm  believer  in  the  rights  of  the 
states  to  hanaie  their  own  affairs.     He  led  a  movement  in  the  defense  of  the 
rights  of  states  ':'  rn  themselves.     In  1948  Governor  Wright  and  Strom 

Thurmond  of  South  wci^Una  were  candidates  on  the  States  Rights  Democratic 
ticket  for  Vice  President  and  President  of  the  United  States. 


Fielding  L.  Wright 
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HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 

FIELDING  L.  WRIGHT  ART  CENTER 
(ORIGINALLY  ROBERTS  MEMORIAL  LIBRARY) 


Fielding  L.  Wright  Art  Center,  along  with  W.  B,  Roberts  Library,  was 
dedicated  March  27,    1969,  at  2  p.m.   in  the  W.   B.  Roberts  Library.     Governor 
John  Bell  Williams  gave  the  dedication  address.     Fielding  L.  Wright,  Jr.  , 
responded  in  behalf  of  his  father. 


The  building  is  Italianate  Renaissance  in  style. 


"Tree  of  -Lti-e^ 

This  welded  steel  sculpture  witb  .bronze  brazing  by- 
Harris  Sorreile,   Memphis,  was  purchased  in  1972  through 
a  matching  funds  grant  from  the  National  Endowment  for 
the  Arts,  Washington,   D.   C. 
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FOREST  E.  WYATT  GYMNASIUM 


Architect: 


General 
Contractor: 


Mechanical 
Contractor: 

Electrical 
Contractor: 


Original  Data 


Total  Cost 


Kaplan  &  Oakman,  Greenville,   Miss.S  107,934 
Arisociated  with  Virden  &  Robinson 
Greenville,  Mississippi 

Morton  Construction  Co.  $    1,742,720 

Greenwood,  Mississippi 

Roy  Collins  Construction  Co.  $         170,998 

Cleveland,  Mississippi     (Change  Order) 


Sg  Ft  Cost 
$        2.37 

$     38.31 
$        3.76 


Gallagher  Mechanical  Contractor         Included  in  General 
Jackson,  Mississippi 


J.   M.  Hoff  Electric  Co. 
Lexington,   Mississippi 


Included  in  General 


Other: 
Totals: 


Furniture  and  equipment 


Year  Completed:         1979 


$    78,348 
$    2,100,000 


$        1.73 


$      45.17 


Source  of  Funds:        State  Legislature:     HB  1399,   Laws  of  1977,  $   1,950,000; 

HB  1461,  Laws  of  1978,  $   150,000 


Principal  Use: 


Offices,  classrooms,  and  physical  education  activities 
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TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 


3rd  Floor 

Other 

Totals 


FOREST  E.  WYATT  GYMNASIUM 
Floor  Plan  Footage 
Gross  Area  Assignable  Area 

33,023      sq  ft 

4,500      sq  ft 

sq  ft 

sq  ft 


1st  Floor        38,668      sq  ft 
2nd  Floor  6,821      sq  ft 

sq  ft 
sq  ft 


45,489      sq  ft 


HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


37,523      sq  ft 
Utilities 


Other  Areas 
Circulation      5,749      sq  ft 
Custodial  72      sq  ft 

Rest  Rooms  928      sq  ft 

Mechanical        1/217   sq  ft 
7,966   sq  ft 


Type:    Forced  air ,  natural  gas        No.  of  Units:       1 
Unit  Manufacturer:       Cleaver  Brooks 

Capacity  Each  Unit:     input    3  ,  000  ,  000  BTU    Output    2,4000,000 

BTU 

Controls  Each  Unit:  Self  contained 

Type:      Centravac  No.  of  Units:        1 

Unit  Manufacturer:    Trane 

Capacity  Each  Unit:       300  Tons  cooling  capacity 

Controls  Each  Unit:  Pneumatic 

Type:     Natural  gas  No.  of  Units:       2 

Unit  Manufacturer:  Pressure  Vessell,  Inc. 

Size:  454  gals  recoveryCas  Burning  Capacity:     540,000  BTU  Inpu 

each 
Controls  Each  Unit:         Self  contained  (electric) 

Type:        Pneumatic 

Manufacturer:      Honeywell 
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REPAIRS.  RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1.    1982 


FOREST  E.  WYATT  GYMNASIUM 


Date 


1981 


Description 


The  State  Building  Commission,  out  of  Discretionary 
Funds,  SB  3092,  Laws  of  1981,  authorized  $  7,000  for 
the  purpose  of  purchasing  covers  for  the  electrical 
motors  and  belts  and  to  retain  an  accoustical  con- 
sultant to  study  the  noise  problem  in  the  main  playing 
arena  of  the  Wyatt  Gymnasium. 

Later,  the  Building  Commission,  under  SB  3092,  Laws 
of  1981,  authorized  an  additional  $  24,000  to  cope 
with  the  accoustical  problem  in  the  main  playing  arena. 
Kaplan  and  Oakman,  Architects,  Greenville,  the 
original  architects  for  this  facility,  along  with  Gordon 
McCool,  mechanical  engineer,  and  Jerald  Beasley, 
electrical  engineer,  Jackson,  donated  their  time  in 
behalf  of  remedying  this  noise  problem  since  it  was  a 
built-in  problem  with  the  original  construction.    A 
contract  was  awarded  to  Mayrant  Contractors,  Inc. , 
Jackson,  Mississippi,  in  May  1982,  for  $  27,584. 
Work  was  completed  in  July,  1982. 


Cost 
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HISTORICAL  DATA  AS  OF  TANUARY  1,    1982 
FOREST  E  .  WYATT  GYMNASIUM 

The  Forest  E.  Wyatt  Gymnasium  is  a  multi- 
purpose facility  designed  to  serve  the  needs  of 
the  Physical  Education  Departmentfor  both  class- 
room and  physical  activities.     The  facility 
houses  an  arena  designed  with  three  tennis 
courts,  three  basketball  courts,  one  volleyball 
court,  and  five  badminton  courts.    The  "Tartan" 
playing  surface  in  this  area  was  researched  ex- 
tensively to  serve  the  needs  of  all  the  activities 
for  which  it  was  designed.     The  facility  also 
houses  four  handball  and  racquet  courts  (a  first 
on  the  campus  of  Delta  State  University) ,  along 
with  a  sauna.     Some  5,000  square  feet  of  space 
is  allotted  to  gymnastics.    Eighteen  office 
spaces  house  physical  education  faculty.    It  is 
one  of  the  finest  facilities  of  its  kind  in  the  state. 

The  Forest  E.  Wyatt  Gymnasium  was  dedicated 
March  27,   1981,  with  Dr.  Michael  David  Robbins  , 
Executive  Assistant  to  the  President,  presiding. 
The  Reverend  B.  J.  Holloman,  Pastor  of  the  First 
Christian  Church,  Cleveland,  gave  the  invoca- 
Dr.  Kent  Wyatt,   son  of  the  honoree  and  President  of 
Delta  State  University,  welcomed  guests  and  introduced    the  Wyatt  family.     John 
T.  Keeton,  Jr.,  member  of  the  Mississippi  State  Building  Commission,  presented 
the  keys  which  were  accepted  by  Mrs .  Miriam  Q.  Simmons,  President  of  the 
Board  of  Trustees  ,  Institutions  of  Higher  Learning  of  the  State  of  Mississippi . 
Margaret  Wade  ,  Delta  State  University  faculty  member,  and  Dr.  Raymond  Bass  ,  Jr.  , 
alumnus,  paid  tribute  to  Mr.  Wyatt  to  which  Mr.  Wyatt  responded.     News  cover- 
age included  television. 

Forest  E.  Wyatt' s  service  to  Delta  State  University  spanned  a  period  of 
thirty  years  during  which  time  he  held  many  and  varied  positions  including  coach, 
teacher,  guidance  counselor,  dean  of  student  personnel ,  director  of  the  placement 
bureau,  director  of  admissions,  director  of  intramurals,  and  supervisor  of  the 
athletic  program.     From  1959  to  1973  he  served  as  head  of  the  Department  of 
Health,  Physical  Education,  and  Recreation. 

Mr.  Wyatt  is  a  native  of  Berea  ,  Kentucky,  and  holds  degrees  from  Berea 
College  and  the  University  of  Kentucky.     He  completed  advanced  study  at 
Springfield  College  in  Massachusetts,  the  University  of  Mississippi,  and 
Louisiana  State  University.    Mr.  and  Mrs.  Wyattare  the  parents  of  three  children: 
Judy  (Mrs.   Harold  Blackwell) ,  Roger,  and  Kent. 


Forest  E.  Wyatt 
tion  and  the  benediction, 
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Architect: 


ZEIGEL  HALL 


Original  Data 


Total  Cost 

James  T.  Canizaro  $     15,188 

Jackson  and  Vicksburg,  Mississippi 


SqFtCost 
$  .91 


General  G.  E.  Bass  Construction  Co, 

Contractor:  Jackson,  Mississippi 


$  174,601 


$      10.42 


Mechanical 
Contractor: 


J.  M.  Rose  Plumbing  &  Heating 
Greenwood,  Mississippi 


$     55,494 


$        3.31 


Electrical  Warren  Electric  Co. 

Contractor:  Senatobia ,  Mississippi 


$     23,046 


1.37 


Other: 


Totals: 


Furniture 


Year  Completed:         1961 

Source  of  Funds:        State  Legislature 


$     30,697 
$  299,026 


$        1.83 


$       17.84 


Principal  Use: 


Music  classrooms,  band  and  choral  halls,  offices,  and  studios 
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TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 


Gross  Area 


1st  Floor 
2nd  Floor 
3rd  Floor 
Other 
Totals 

HEAT 


10,437     sq  ft 

6,328      sq  ft 

sq  ft 

sq  ft 

16,765      sq  ft 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 
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ZEIGEL  HALL 

Floor  Plan  Footage 

Assignable  Area 

7,512      sq  ft 

5,100      sq  ft 

sq  ft 

sq  ft 

12,612      sq  ft 
Utilities 


Other  Areas 

Circulation       3,223  sq  ft 

Custodial  9  sq  ft 

Rest  Rooms  481  sq  ft 

Mechanical  440  sq  ft 

4,153  sq  ft 


Type:      Gas  hot  water  boiler  No.  of  Units:      1 

Unit  Manufacturer:     Rite 

Capacity  Each  Unit:    Input     1 ,  050  ,  000  Output       840,000 

Controls  Each  Unit:        Honeywell 

Type:     Chilled  water  No.  of  Units:  1 

Unit  Manufacturer:      Trane 


Capacity  Each  Unit: 
Controls  Each  Unit: 
Type:        None 
Unit  Manufacturer 


60  Tons 
Johnson  Control  Company 
No.  of  Units: 


Size:  Gas  Burning  Capacity: 

Controls  Each  Unit: 

Type:       Pneumatic 

Manufacturer:      Johnson  Control  Company 


0.-1]  in 


0.1  In 


clip 
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REPAIRS,   RENOVATIONS,  AND  ADDITIONS  AS  OF  TANUARY  1,    1982 

ZEIGEL  HALL 


Date 


Description 


Sq  Ft 
Added 


Cost 


1971  After  ten  years  of  occupancy,  the  roof  on  Zeigel  Hall 

became  a  problem.     It  swagged  between  the  roof  rafters, 
and  the  flat  roof  over  the  band  and  choral  room  leaked. 
The  State  Building  Commission  allocated  funds  to 
remedy  this  problem  with  Daniels  Roofing  Company, 
Cleveland,   Mississippi,  doing  the  work. 

The  Building  Commission  under  HB  545,  Laws  of  1971, 
authorized  a  complete  water  proofing  of  the  exterior 
walls  of  Zeigel  Hall  and  Broom  Hall  with  Delta  Water- 
proofing Company,  Jackson,  Mississippi,  the  con- 
tractor, at  a  total  price  for  both  buildings  of  $   11,580, 
one  half  of  this  amount  applicable  to  Zeigel  Hall. 

1975  The  State  Building  Commission  under  HB  1288,  Laws  of 
1975,  authorized  $   15,000  for  Repairs  and  Sound- 
proofing Studios  and  Practice  Rooms.     The  Delta  State 
University  Maintenance  crew  did  the  work  with  Delta 
State  University  purchasing  the  materials. 

1976  The  flat  roof  over  the  band  and  choral  halls  continued 
to  leak.     The  State  Building  Commission  under  HB  1288, 
Laws  of  1975,  allocated  funds  to  remove  the  old  flat 
roof  and  replace  it.     The  installation  was  by  TAM 
Construction  Company,   Olive  Branch,  Mississippi. 
During  the  installation,  roof  tar  leaked  down  into  the 
band  uniform  storage  area  ruining  a  number  of  the 
uniforms.     The  TAM  Company  insurance  holder  replaced 
the  uniforms . 


$     4,050 


5,790 


15,000 


11,221 
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HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 


ZEIGEL  HALL 


Zeigel  Fine  Arts  Hall  is  named  for  the 
late  William  'Henry  Zeigel  who  came  as  the 
academic  dean  when  the  University  opened 
in  1925  and  who  served  until  his  retirement 
in  1947.     Because  Dean  Zeigel's  scholarship 
in  the  arts  and  sciences  was  paralleled  by 
his  appreciation  of  the  fine  arts  and  was 
reflected  in  the  curricula  and  product  of  Delta 
State  University,   it  is  fitting  that  this  build- 
ing honor  his  services. 

Upon  first  completion  Zeigel  Fine  Arts 
Hall  provided  up-to-date  facilities  for  music 
and  art.     Three  classrooms  and  two  offices 
were  provided  for  art.     (A  nearby  war-surplus 
barrack  housed  pottery  and  painting  studios.) 
The  music  section  included  seven  office 
studios,  a  music  library,   listening  rooms, 
classrooms,  a  spacious  band  hall,  and  re- 
hearsal and  general  purpose  auditorium  to 
seat  225  people.    In  a  few  short  years  the 
growth  and  expanding  needs  of  music  and  art 
soon  caused  the  once  spacious  Zeigel  Hall  to  "burst  at  its  seams."    In  1968 
the  art  facilities  in  Zeigel  Hall  were  moved  to  the  Fielding  L.  Wright  Art 
Center.     In  the  summer  of  1977,  the  expanding  Music  Department  moved  into 
five  office  studios,  two  classrooms,  and  two  costume  and  instrument  storage 
rooms  in  Bailey  Hall.     With  the  opening  of  Ewing  Hall  in  1978,  the  music 
library  and  the  listening  room  were  added  to  the  IRC  services.    Zeigel  Hall, 
however,  continues  to  be  the  center  of  the  music  program  at  Delta  State 
University. 


William  Henry  Zeigel 


Zeigel  Hall  was  dedicated  on  January  19,    1961  ,  at  a    joint  ceremony  for 
Sillers  Coliseum,  Caylor-Williams ,  and  Cain-Tatum  Dormitories.     Governor 
Ross  Barnett  made  the  dedication  address  for  the  ceremony. 
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SUNDIAL 


WILLUM  M. 
KETHLEY.LLD. 

PRESIDENT 

DELTA  STATE   ^f^ 

COLLEGE 
1926  — 1956 


t4>t>ie 


,,  ^„M  ASSOC!*- ^'  -•^V'^-: 


"We  of  the  Delta  State  Alumni  Association  need  no   visible  reminder  of  all 
that  Mr.    Kethley  meant   to   the  College  and   to   us.      But,    that   others   too  may 
know,   we  have  erected   a   sundial   as   a   token  of  the  respect,    the  admiration, 
and   the  affection  we  had  for  him.      The  sundial   brings   to  mind   thoughts   of 
serene  and   gracious   living  and  suggests  a   love  of   the   outdoors.      The   fact 
that   a   sundial   counts  only   the   sunny  hours   emphasizes   the  value  of  happy 
memories,    and   the  ancient   origin  of  this   time-telling  device  indicates   the 
continuity  of  life."— From  remarks  October  2,    1965,   by  Alumni   Association 
President  Martin  T.    King,   Jr. ,    at   dedication  of  sundial   to  President  W.    M. 
Kethley. " 
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Part  II      RESIDENCE  FACILITIES 


Bond-Carpenter  Hall      145 

Cain-Tatum  Hall 155 

Cassity  Hall         163 

Cleveland  Hall ■ 169 

Court  of  Governors 175 

Daughrity  Hall 185 

Fugler-Hammett  Hall 191 

Hardee  Hall       199 

Hill  Apartments        207 

Lawler-Harklns  Hall         213 

Married  Student  Apartments  (Highway  #8)      221 

Married  Student  Apartment  (Behind  Cafeteria)      227 

Marshall  Home  Management  House       223 

President's  Home        239 

Campus  Residence  #2       245 

Campus  Residence  #3       251 

Campus  Residence  #4       257 

Campus  Residences,  Shumate,  McClain        261 

Taylor  Hall        2  63 

Ward  Hall       271 

Hugh  L.  White  Hall       279 

Whittington-Williams  Hall         285 

Woolfolk  Hall       293 
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BOND-CARPENTER  HALL 


Architect: 


General 
Contractor: 


Original  Data 


Biggs  ,  Weir ,  Chandler ,  Neal  & 
Chastain,  Jackson,  Mississippi 
Harry  Dickman,  Greenville,  Miss 

Wright  &  Ma  ugh  Construction  Co. 
Leland,   Mississippi 


Total  Cost 


$      21,045 


$    253,113 


SgFtCost 
$  .90 

$       10.86 


Mechanical 
Contractor: 


Walsh  Plumbing  &  Heating  Co.  $      78,743  $         3.3S 

Jackson,  Mississippi 


Electrical  Warren  Electric  Co. 

Contractor:  Senatobia,  Mississippi 


$      21,175 


,91 


Other:  Furniture 

Totals: 
Year  Completed:  1966 


Principal  Use: 


$      24,121 
$  398,197 


$         1-03 
$      17.08 


Source  of  Funds:  State  Legislature,  State  Revenue  Bonds,  Series  2,   1965; 

State  Building  Commission  for  furniture 


Men's  residence  hall 
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TECHNICAL  DATA  AS  OF  JANUARY  1  ,    1982 


Gross  Area 


1st  Floor 
2nd  Floor 
3rd  Floor 
Other 
Totals 

HEAT 


11,764      sq  ft 

11,544      sq  ft 

sq  ft 

sq  ft 

23,308      sq  ft 


BOND-CARPENTER  HALL 

Floor  Plan  Footage 

Assignable  Area 

7,035      sq  ft 

8,367      sq  ft 

sq  ft 

sq  ft 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 
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15,402      sq  ft 


Utilities 


Other  Areas 

Circulation      4,392  sq  ft 

Custodial  683  sq  ft 

Rest  Rooms       1  ,091  sq  ft 

Mechanical      1  ,  740  sq  ft 

7,906  sq  ft 


Type:    Hot  water  boiler  No.  of  Units:        2 

Unit  Manufacturer:       Ajax  Boiler 

Capacity  Each  Unit:    Input    900,000        Output   720,000  BTU 

Controls  Each  Unit:     Honeywell 

Type:      Chilled  water  No.  of  Units:     1 

Unit  Manufacturer:        Trane 

Capacity  Each  Unit:      75  Tons 

Controls  Each  Unit:     Johnson  Control  Company 

Type:     Natural  gas  No.  of  Units:       3 

Unit  Manufacturer:      A.   O.  Smith 

Size:      100  Gal  each      Gas  Burning  Capacity:    250  ,  000  BTU  each 

Controls  Each  Unit:     Honeywell 

Type:     Pneumatic 

Manufacturer:     Powers 
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BOND -CARPENTER  MEN'S      DORMITORY 
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REPAIRS,  RENOVATIONS.  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 


BOND-CARPENTER  HALL 


Date 


Description 


Sq  Ft 
Added 


Cost 


1956  The  State  Building  Commission  authorized  Biggs,  Weir, 

Neal  and  Chastain,  Architects,  Jackson,  Mississippi, 
to  remedy  a  problem  with  corridor  partition  bracing  in 
Fugler-Hammett  Hall  and  Bond-Carpenter  Hall. 
Inverness  Lumber  Co.  ,  Inverness,   Mississippi,  did 
the  work  in  1966  totaling  $  2,032  including  architect 
fees,  one  half  of  which  applied  to  Fugler-Hammett 
Hall. 

1979  The  State  Building  Commission  under  SB  3037,  Laws 

of  1979,  authorized  $  100,000  to  roof  repair  for 
Cain-Tatum  Dormitory,  Fugler-Hammett  Dormitory, 
Bond-Carpenter  Hall,  and  the  lobby  area  connecting 
Williams  and  Whittington  wings.     Brewer  and  God- 
bold,  Associates,  Clarksdale,   Mississippi,  were 
assigned  as  architects.     Coating  Application  and 
Waterproofing  Co.,  St.  Louis,  Missouri,  was  the 
installing  contractor,  completing  the  work  during  the 
summer  of  1980 . 

In  order  to  award  a  total  contract,  Delta  State  Uni- 
versity supplemented  the  Building  Commission  alloca- 
tion by  $  6,809,  making  a  total  award  of  $  106,809. 
One  third  of  the  total  award  is  applicable  to  each  of 
the  dormitories  mentioned. 

The  newly  applied  roof  deviated  from  the  old  system 
of  building  up  on  asphalt  felt  and  applying  hot  tar. 
This  roof  was  a  fluid-applied  elastomeric  roofing 
system  using  urethane  foam  materials,   serving  as  a 
roof  protection  and  insulation  for  energy  conservation, 
the  first  of  its  kind  on  the  Delta  State  University 
campus . 


$     1,015 


35,503 
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HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 


BOND-CARPENTER  HALL 


Harry 

Gordon 

Carpenter 


Wiliard 

Faroe 

Bond 


Bond-Carpenter  Hall  is  named  in  honor  of  Dr.  Wiliard  Faroe  Bond  and  the 
Honorable  Harry  Gordon  Carpenter.     Dr.  Bond,    "Mr.   Public  Servant  of  Mis- 
sissippi,  "serving  as  the  State  Superintendent  of  Education,  was  a  member  of 
the  first  Board  of  Trustees  of  Delta  State  University  and  was  instrumental  in 
the  selection  of  the  first  president  of  the  institution  and  of  an  outstanding 
faculty.     Mr.  Carpenter  served  for  almost  eighteen  years  as  a  member  of  the 
constitutional  Board  of  Trustees  of  Institutions  of  Higher  Learning,   State  of 
Mississippi.     He  served  as  president  of  the  board  from  1956-1958.     His  com- 
pelling urge  was  to  provide  the  best  for  the  college  students  of  the  state. 

Bond-Carpenter  Hall,  modern  in  design,  has  seventy-two  rooms  to  house 
144  students  and  an  apartment  for  the  dormitory  supervisor.    Along  with  the 
apartment  for  the  supervisor  are  two  chapter  rooms  for  fraternities.     The  hall 
is  one  of  the  first  campus  residences  for  men  to  have  all-weather  temperature 
controls,  and  the  building  includes  such  conveniences  as  telephone  outlets 
in  each  room. 

Bond-Carpenter  Dormitory  and  Fugler-Hammett  Dormitory  were  the  first  of 
several  dormitories  funded  by  the  1962  State  Legislature  whereby  one  half  of 
the  total  cost  of  the  two  dormitories  was  a  direct  appropriation;  the  state  sold 
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HISTORICAL  D/^TA  AS  OF  JANUARY  1,    1982 
BOND-CARPENTER  HALL 


state-supported,   25-year  revenue  bonds  bearing  3.5%  interest  for  the  other 
half,  and  committed  the  total  rent  off  both  dormitories  to  pay  off  the  bonds. 
The  students  ,   through  their  dormitory  rents  over  a  period  of  twenty-five 
years  will  pay  off  the  bonds. 

Bond-Carpenter  Hall  was  dedicated  April  28,    1966,   in  a  joint  ceremony 
held  in  Young-Mauldin  Cafeteria  for  Bond-Carpenter  and  Fugler-Hammett 
Dormitories.     The  late  Honorable  Carroll  Gartin,  Lieutenant  Governor  of 
Mississippi,  made  the  dedication  address. 


Mr.  Carpenter  and  Mr.  Bond  at  dedication  ceremony. 
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CAIN-TATUM  DORMITORY 


Architect: 


Original  Data 


Biggs,  Weir  &  Chandler 
Jackson,  Mississippi 


Total  Cost 


$     19,212 


SqFtCost 
$  .95 


General 

Contractor: 


Bass  Construction  Co. 
Jackson,   Mississippi 


$  215,452 


$      10.61 


Mechanical 
Contractor: 


Walsh  Plumbing  &  Heating  Co, 
Jackson,   Mississippi 


$     82,126 


4.05 


Electrical  Warren  Electric  Co. 

Contractor:  Senatobia,   Mississippi 


$     22,612 


1.11 


Other: 


Furniture 


Totals: 


Year  Completed: 


Source  of  Funds: 


Principal  Use: 


1960 


$     20,000 
$  359,402 


.98 


$      17.70 


Federal  Government  HHFA  Revenue  Bonds,  original  issue  in 
1959;  reissued  1970  as  Series  HRIA;  State  Building  Com- 
mission for  furniture 

Women's  residence  hall 


TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 


CAIN-TATUM  DORMITORY 
Floor  Plan  Footage 


Gro 

ss  Area 

Assiqnabl 

3  Area 

1st  Floor 

11,578 

sq  ft 

8,273 

sq  ft 

2nd  Floor 

8,732 

sq  ft 

6,074 

sq  ft 

3rd  Floor 

sq  ft 

sq  ft 

Other 

sq  ft 

sq  ft 

sq  ft 

Totals 

20,310 

14,347 

sq  ft 

Utilities 

HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 

156 


Other  Areas 

Circulation     3, 173  sq  ft 

Custodial  820  sq  ft 

Rest  Rooms      1  ,340  sq  ft 

Mechanical         630  sq  ft 

5,963  sq  ft 


Type:      Gas  hot  water  boiler  No.  of  Units:       2 

Unit  Manufacturer:     Rite 

Capacity  Each  Unit:    Input   900,000        Output    720,000 

Controls  Each  Unit:     Honeywell 

Type:     Chilled  water  No.  of  Units:     1 

Unit  Manufacturer:        Trane 

Capacity  Each  Unit:      60  Tons 

Controls  Each  Unit:     Johnson  Control  Company 

Type:     Natural  No.  of  Units:     3 

Unit  Manufacturer:    Day-Night 

Size:     100  Gal  each       Gas  Burning  Capacity:    250 ,  000  BTU  each 

Controls  Each  Unit:         Honeywell 

Type:     Pneumatic 

Manufacturer:     Johnson  Control  Company 
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CAIN-TATUM         HALL 
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REPAIRS,   RENOVATIONS.  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 


CAIN-TATUM  DORMITORY 


Date 


Description 


Cost 


1979  The  State  Building  Commission  under  SB  3037,   Laws 

of  1979,  authorized  $  100,000  to  roof  repair  for 
Cain-Tatum  Dormitory,  Fugler-Hammett  Dormitory, 
Bond-Carpenter  Hall,  and  the  lobby  area  connecting 
Williams  and  Whittington  wings.     Brewer  and  God- 
bold,  Associates,  Clarksdale,   Mississppi,  were 
assigned  as  architects.     Coating  Application  and 
Waterproofing  Co.,  St.  Louis,   Missouri,  was  the 
installing  contractor,  completing  the  work  during 
the  summer  of  1980. 

In  order  to  award  a  total  contract.  Delta  State  Uni- 
versity supplemented  the  Building  Commission  alloca- 
tion by  $  6,809  making  a  total  award  of  $  106,809. 
One  third  of  the  total  award  is  applicable  to  each  of 
the  dormitories  mentioned. 


$  35,603 
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HISTORICAL  DATA  AS  OF  JANUARY  2  ,    1982 
CAIN-TATUM  HALL 


The  Cain  Wing  of  Cain-Tatum 
Hall  is  named  for  Miss  Ethel  Cain 
and  also  honors  her  sister  Miss 
Maud  Cain.     Miss  Ethel  Cain  was 
head  of  the  Department  of  Health, 
Physical  Education,  and  Recreation 
for  twenty-eight  years  and  her  high 
standards  and  attainment  are  reflected 
in  modern  curricula  and  the  success  of 
her  alumni.    Miss  Maud  Cain  served 
for  twenty-eight  years  as  sixth  grade 
teacher  in  the  campus  demonstration 
school. 


Maud  Cain 


Ethel  Cain 


The  Tatum  Wing  is  named  for  Dr. 
Georgia  Lee  Tatum  Hoskins  who  came  to  the  University  in  1926,  one  year 

after  its  doors  opened.     She  served  as  teacher  and 
professor  of  history  until  her  retirement  in  1955. 


Cain-Tatum  Hall,  modernistic  in  design,  is  of 
masonry  construction.     The  building  houses  128 
women  students  in  sixty-four  rooms  with  connecting 
baths  and  an  apartment  for  the  dormitory  hostess. 
The  two  wings  are  connected  by  a  spacious  and 
beautifully  decorated  lobby.    Cain-Tatum  Hall  and 
Whittington-Williams  Hall  were  the  first  campus 
residence  halls  in  Mississippi  to  be  equipped  with 
winter  and  summer  temperature  controls.     President 
J.   M.   Ewing  convinced  certain  members  of  the  Legisla- 
ture of  the  necessity  of  keeping  windows  closed  during 
summer  school  and  early  fall  months  to  keep  the  "Delta 
mosquitoes"  out  and  thus  the  need  for  controlled  air 


Georgia  Lee  Tatum 
Hoskins 

conditioning  and  heat, 


Cain-Tatum  was  dedicated  on  January  19,   1961,  in  Sillers  Coliseum  with 
all  three  honorees  present.     The  Honorable  Ross  Barnett,  Governor  of  Mis- 
sissippi, made  an  address  for  the  joint  dedication  of  Sillers  Coliseum,  Zeigel 
Fine  Arts  Hall,  and  Cain-Tatum  and  Caylor-Williams  (now  Whittington- 
Williams)  Halls.     Cain-Tatum,  along  with  Whittington-Williams  were  the  first 
dormitories  built  on  the  campus  of  Delta  State  University  from  Federally  sup- 
ported Revenue  Bonds.     Student  rent  will  pay  off  these  bonds  bearing  3%  annual 
interest  over  a  forty-year  period. 
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'7^'f  — 


During  the  week  of  January   6,   1979,   Delta  State   University ,    the  Cleveland 
area,    and   Bolivar  County   suffered   a   severe   ice   storm.      Trees,    shrubs,   power 
lines,   poles,   and   streets   took  a    tremendous  beating.    Recognizing   this   as 
an   emergency ,    the  State  Building  Commission   at   its  meeting  on  May    3,    1979, 
authorized   $10,000   from  Repairs   and  Renovations   Funds,    House   Bill    1461, 
Laws   of   1978,    to  make  necessary   repairs   for   ice   storm  damage   on    the   campus 
of  Delta  State   University . 
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Architect: 


CASSITY  HALL 
Original  Data 


R.  W.  Naef 
Jackson,  Mississippi 


Total  Cost 


$       3,549 


Sq  Ft  Cost 
$  .59 


General  Garber  Brooks  Construction  Co, 

Contractor:  Jackson,  Mississippi 


$     54,731  $        9.13 


Mechanical 
Contractor: 


Cotter  Plumbing  &  Heating  Co, 
Jackson,   Mississippi 


$       8,040  $        1.34 


Electrical  Kemp  Bros . 

Contractor:  Louisville,  Mississippi 


$       2,880 


.48 


Other: 

Totals: 
Year  Completed; 


Furniture  and  equipment 


1948 


$       4,800 
$      74,000 


Source  of  Funds:        State  Legislature,  HB  1127,  Laws  of  1946 


$  .80 


$      12.34 


Principal  Use:  Faculty  residence  hall 
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TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 


CASSITY  HALL 

Floor  Plan 

Footaqe 

Gro 

ss  Area 

Asslqnable  Area 

Other  Areas 

1st  Floor 

2,986 

sq  ft 

2,447 

sq  ft 

Circulation        692 

sq  ft 

2nd  Floor 

3,006 

sq  ft 

2,447 

sq  ft 

Custodial 

sq  ft 

3rd  Floor 

sq  ft 

sq  ft 

Rest  Rooms         300 

sq  ft 

Other 

sq  ft 
sq  ft 

sq  ft 
sq  ft 

Mechanical        106 
1,098 

sq  ft 

Totals 

5,992 

4,894 

sq  ft 

Utilities 

HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 

164 


Type:   Vertical  unit  heater  No.  of  Units:      8 

Unit  Manufacturer:        Trane 

Capacity  Each  Unit:   Input      80,000  ea  Output       64,000  each 

Controls  Each  Unit:        Low  voltage 


Type:    Direct  expansion 
Unit  Manufacturer:      Trane 


No.  of  Units: 


Capacity  Each  Unit:      3  -  25,000  BTU;  3  -  20,000;  2  -  30,000 

Controls  Each  Unit:      Low  voltage  (24  volts) 

Type:      Natural  gas  No.  of  Units:      1 

Unit  Manufacturer:       Rheem 

Size:      100  gallons  Gas  Burning  Capacity:      280,000  BTU 

Controls  Each  Unit:     Unitrol 

Type:     Low  voltage  -  24  volt 

Manufacturer:     Honeywell 


FACULTY    APARTMENTS 

CASsrrr  hall 


!  I  I  I 


LIVING       RM 


;    CAR     GARAGE 
1680    SQ.  FT 


|KiTT>CNrrrt 

1      e 

1 

" 

KITCHENETTE 

L 

33 

^M  PORCH  H 


FIRST      FLOOR    -  £.986    SQ     FT 


5.992    SO    FT   TOTAL 
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REPAIRS,   RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 

CASSITY  HALL 


Description 


Sq  Ft 
Added 


Cost 


The  State  Building  Commission  authorized  the  pur- 
chase of  four  additional  kitchenette  units  to  accom- 
modate the  balance  of  the  eight  apartments  in  this 
facility. 

The  State  Building  Commission  authorized  funds  for 
the  construction  of  an  eight-car  garage  facility  to 
be  used  by  the  occupants  of  the  building.    Kenning- 
ton,  Ltd.,  Architect,  Grenada,   Mississippi, 
designed  the  garages,  and  Denton  Lumber  Co.  , 
Shelby,  Mississippi,  constructed  them. 

The  State  Building  Commission,  under  HB  1504,  Laws 
of  1974,  authorized  a  complete  renovation  of  Cassity 
Hall.    Kaplan  and  Oakman,  Greenville,   Mississippi, 
were  the  architects.     Roy  Collins  Construction  Co.  , 
Cleveland,   Mississippi,  was  the  contractor. 


$       4,052 


21,971 


132,000 


157 


HISTORICAL  DATA  AS  OF  JANUARY  1  ,    1982 


CASSITY  HALL 


Cassity  Hail  is  named  in  honor  of  the 
late  Mrs.  Annie  Lenoir  Cassity  of  Beulah, 
Mississippi,  patroness  of  the  University. 
Mrs.  Cassity  established  three  scholarships 
at  the  University  in  memory  and  in  honor  of 
members  of  her  family. 

Constructed  in  1948  as  a  residence 
apartment  for  faculty  personnel,  the  facility 
includes  four  three-bedroom  apartments  and 
four  two-bedroom  apartments  with  living 
rooms  and  kitchenettes. 

In  19  75  the  entire  building  underwent  a 
complete  renovation  including  the  installa- 
tion of  central  air  conditioning  and  heating, 
new  kitchenette  units  throughout,  new  bath- 
rooms and  showers,  carpet  on  the  floors 
throughout,  redecorating,  new  roof ,  and 

waterproofing  of  exterior  walls.     One  apartment  unit  was  set  aside 
by  the  President  in  accommodating  visiting  dignitaries. 


Annie  Lenoir  Ca 


ssity 
for  use 


168 


-to.      ^ 


Architect: 


CLEVELAND  HALL 
Original  Data 


N.  W.  Overstreet 
Jackson,  Mississippi 


Total  Cost  Sq  Ft  Cost 


Unknown 


General  Oden  &  Glenn 

Contractor:  Hattiesburg,  Mississippi 


$110,000 


$       6.49 


Mechanical 
Contractor: 


Tatum  Brothers  Plumbing  Co, 
Cleveland,   Mississippi 


Unknown 


Electrical 
Contractor: 

Furnishings: 


Southern  Electric  Co. 
Hazelhurst,  Mississippi 


Totals: 
Year  Completed:         1927 
Source  of  Funds:        State  Legislature   1926 


Unknown 


5,000 


$115,000 


30 


$        6.79 


Principal  Use:  Women's  residence  hall 
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Gross  Area 


1st  Floor 
2nd  Floor 
3rd  Floor 
Other 
Totals 

HEAT 


TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 
CLEVELAND  HALL 
Floor  Plan  Footage 
Assignable  Area 
3,876      sq  ft 
4,558      sq  ft 
1,838      sq  ft 
sq  ft 


Other  Areas 


7,154      sq  ft 

7,196      sq  ft 

2,597      sq  ft 

sq  ft 


16,947      sq  ft 


10,272      sq  ft 
Utilities 


Circulation      5,267  sq  ft 

Custodial  514  sq  ft 

Rest  Rooms  795  sq  ft 

Mechanical  99  sq  ft 

6,675  sq  ft 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 

170 


Type:    Gas  hot  water  boiler  No.  of  Units:  1 

Unit  Manufacturer:       Cleaver-Brooks 

Capacity  Each  Unit:    Input      900,000       Output     720,000 

Controls  Each  Unit:     Honeywell 

Type:     Direct  expansion  No.  of  Units:     4 

Unit  Manufacturer:      Trane 

Capacity  Each  Unit:  2-15  Tons  each;  2-10  tons  each 

Controls  Each  Unit:  Pneumatic 

Type:     Natural    gas  No.  of  Units:      1 

Unit  Manufacturer:  Ray  Pak 

Size:    100  Gals  hour  Gas  Burning  Capacity:     266,900  BTU 

Controls  Each  Unit:  Honeywell 

Type:       Pneumatic 

Manufacturer:       Johnson  Control  Company 


16,947    3Q    FT     TOTA 


CLEVELAND       HALL 
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CLEVELAND       HALL 
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SECOND    FLOOR 
7,196    SQ,   Ft 


REPAIRS,  RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 


CLEVELAND  HALL 


Date 


Description 


Sq  Ft 
Added 


1969       The  State  Building  Commission  authorized  funds  to 

install  central  air  and  heating  in  Cleveland  and  Ward 
Halls.     Mr.  Bill  Lambert,  architect,  representing  the 
Building  Commission,  designed  the  system  and 
supervised  its  installation.     J.   M.  Rose  &  Sons, 
Greenwood,  Mississippi,  installed  the  system.     One 
half  of  the  cost  is  recorded  in  the  Ward  Hall  project. 

1974       InAugust,  1974  ,  the  State  Building  Commissionauthorize(^ 
funds  to  do  repair  work  to  the  air  conditioning  and  heat- 
ing systems  in  Cleveland  and  Ward  Halls,  as  the  system^ 
were  not  functioning  effectively  for  the  comfort  of  those 
occupying  these  buildings.    Coastal  Air  Balance,  Inc.  , 
Metaire,  Louisiana,  was  employed  to  balance  the 
systems  ata  cost  of  $  2,400.    This  did  not  meet  the  need 
of  these  buildings  ,  and  the  balance  of  the  funds,   some 
$  12,000,  in  the  allocation  was  held  pending  a  new 
request  for  additional  help  and  funding. 


1976       In  September,  1976  ,  the  Building  Commission,  under  SB 
3044,  Laws  of  1976 ,  authorized  Mr.  Gerald  Beasley, 
engineer,  Jackson,  Mississippi ,  to  prepare  plans  for 
alterations  to  the  air  conditioning  and  heating  system  in 
Cleveland  Hall.    The  existing  system  had  not  been  suf- 
ficient from  its  initial  installation  to  make  the  building 
comfortable.    This  allocation  of  $  20,000  plus  the  balanc^ 
of  $  12  ,  000  allocated  in  1974  was  to  be  used  in  meeting 
the  problem.    Simpson  Engineering  Co.  ,  Cleveland  ,   Mis 
issippi,  made  the  installation. 

1978       The  Building  Commission,  under  HB  1401,  Laws  of 

1977,  allocated  $  33,800  to  do  repair  work  to  the  bath 
rooms  and  carpet  the  floor  of  Cleveland  Hall.     McRee, 
Dardanan  &  Jones,  architects,  Grenada,  Mississippi, 
with  Koestler  Tile  Co.  ,  Greenville,   Mississippi,  did 
the  bathroom  and  floor  work.     Delta  State  University 
supplemented  the  funding  of  this  project  by  $  20,037 
out  of  Dormitory  Reserve  Funds. 


Cost 


$  53,305 


2,400 


32,000 


53,845 
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HISTORICAL  DATA  AS  OF  JANUARY  1  ,    1982 

CLEVELAND  HALL 

Cleveland  Hall  was  the  first  state  building  erected  on  the  Delta  State 
Teachers  College  campus.    Funds  for  this  dormitory  came  from  a  1926  State 
Legislature  appropriationfor  $  170  ,  000  for  permanent  improvements  .    President 
James  Wesley  Broom  and  Bolivar  County  Representative  Walter  Sillers  were  both 
active  in  securing  this  appropriation  described  "like  pulling  eye  teeth." 

On  August  10,   1926,  contracts  were  let  for  a  ladies  dormitory,  temporary 
gymnasium,  a  laundry,  and  two  cottages.     Cleveland  Hall,  the  name  given 
the  ladies  dormitory  listed  in  the  contract,  represented  an  outlay  of  $110,000. 
Furnishings  cost  an  additional  $5,000.    The  Board  of  Trustees  of  Delta  State 
Teachers  College  inspected  and  accepted  the  building  at  a  campus  meeting  in 
September,   1927.     Students  occupied  the  hall  in  1927-28. 

Cleveland  Hall  is  constructed  of  gray  brick  trimmed  with  cut  stone .    The  wings 
are  two  floors  in  height  while  the  central  part  has  a  third  floor  originally  capped 
with  a  roof  of  red  tile  which  was  removed  in  1960.     This  dormitory  accommodates 
one  hundred  students  .    It  is  arranged  in  suites  with  connecting  tile  baths  .     Cleve- 
Hallwas  at  the  time  of  its  construction  the  embodiment  of  gracious  campus  living  . 
It  was  also  the  first  women's  dormitory  built  among  the  institutions  of  higher 
learning  inMississippi  that  had  a  joining  bath  between  each  set  of  two  rooms  .    A 
feature  of  the  building  is  the  large  reception  hall  constructed  with  old  English 
style  beamed  ceiling.    A  large  fireplace  ,  topped 
by  a  heraldic  emblem  and  fashioned  of  heavy 
wrought  iron,  is  a  feature  of  the  south  wall. 
While  the  dormitory  was  in  the  process  ofcon- 
truction,  the  reflections  of  the  sun  on  the 
waters  of  the  1927  flood  could  be  seenfromthe 
top  of  the  building. 

The  name  Cleveland  Hall  honors  the  spirit 
and  support  of  the  citizens  of  Cleveland  in 
locating  the  school  in  their  city.    The  late 
Mrs.  J.  C.  Fair,  a  local  citizen,  received 
the  keys  for  the  City  at  dedication  services 
held  on  the  lawn. 
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COURT  OF  GOVERNORS 
Charles  Clark  Hall,  Andrew  H.  Longino  Hall,  Edmond  F.  Noel  Hall,  Earl  L.  Brewer  Hall 

Original  Data 

Total  Cost  Sg  Ft  Cost 


Architect:  Biggs ,  Weir ,  Neal,  and  Chastain        $     52,340  $ 

Jackson,  Mississippi 


1.07 


General 
Contractor: 


Wise  Construction  Co, 
Jackson,  Mississippi 


$  669,389 


13.73 


Mechanical 
Contractor: 


Harden  Plumbing  &  Heating  Co.  $  197,808 

Grenada,  Mississippi 


4.06 


Electrical 
Contractor: 


J.  M.  Rose  &  Sons 
Greenwood,  Mississippi 


$     79,590 


1.63 


Other: 


Furniture 


Totals: 
Year  Completed: 
Source  of  Funds: 

Principal  Use: 


1970 


$     32,274 
$  1.031,401 


$  .66 

$      21.15 


State  Revenue  Bonds,  Series  I,   1971,  $   1,000,000;  Federal 
Government  Debt  Service  Grant,  $   10,310  annually  for  life 
of  bonds;  Delta  State  University  funds  for  furniture 
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TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 
COURT  OF  GOVERNORS 
Charles  Clark  Hall ,  Andrew  H  .  Longino  Hall ,  EdmondF.  Noel  Hall,  Earl  L.  Brewer  Hall 


Gross  Area 

1st  Floor         19,956  sq  ft 

2nd  Floor        14,294  sq  ft 

3rd  Floor         13,985  sq  ft 

Other  Pavilion     529  sq  ft 

Totals  48,764  sq  ft 


Floor  Plan  Footage 

Assignable  Area 

12,819      sq  ft 

11,765      sq  ft 

11,456      sq  ft 

529      sq  ft 

36,569      sq  ft 

Utilities 


Other  Areas 

Circulation      6,165  sq  ft 

Custodial  o  sq  ft 

Rest  Rooms       1,422  sq  ft 

Mechanical     4 ,608  sq  ft 

12,195  sq  ft 


HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


Type:    Hot  water  boiler  No.  of  Units:     2 

Unit  Manufacturer:     Cleaver  Brooks 

Capacity  Each  Unit:    Input    2  ,  000  ,  000  Output     1,600,000 

Controls  Each  Unit: 

Type:    Chilled  water  No.  of  Units:       1 

Unit  Manufacturer:  Chrysler 

Capacity  Each  Unit:      125  Tons 

Controls  Each  Unit:     Electrical 

Type:     Natural  gas  No.  of  Units:       3 

Unit  Manufacturer:    Pressure  Vessels  ,  Inc. 

Size:      200  Gal  each      Gas  Burning  Capacity:        1 ,  000  ,  000  each 

Controls  Each  Unit: 

Type:    Electrical 

Manufacturer:    Honeywell 


0 10 


50 


SCALE 


COURT  OF    GOVERNORS 
MEN'S   DORMITORY 


NOEL  HALL 
NORTH  WING 

1  2,263  S.F. 


LIONGINO 
HALL 

WEST 

Wl  NO 

11, 50  8  S.F. 

[PAVILION 
832 


BREWER 
HALL 

EAST 
WING 
12,6  5  3S.F 


CLARK    HALL 

SOUTH     WING 

11,50  8  S.F. 


48,764   SO.  FT  TOTAL 
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COURT    OF      GOVERNORS 


SCALE 
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REPAIRS,  RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  I.   1982 

COURT  OF  GOVERNORS 
Charles  Clark  Hall ,  Andrew  H  .  Longino  Hall ,  Edmond  F  .  Noel  Hall ,  Earl  L .  Brewer  Hall 


Date 


1972 


Description 


The  State  Building  Commission  out  of  SB  2337,   Laws 
of  1972,  reimbursed  Delta  State  University  for  work 
done  on  individual  room  air  conditioning  equipment 
throughout  the  building. 


Sq  Ft 
Added 


Cost 


$  4,000 


181 


HTRTORICAI.  DATA  AS  OF  JANUARY  1,    1982 
COURT  OF  GOVERNORS 
Charles  Clark  Hall ,  Andrew  H  .  Longino  Hall ,  Edmond  F  .  Noel  Hall ,  Earl  L .  Brewer  Hall 


The  Court  of  Governors  is  a  four-building  men's  dormitory  which  honors 
the  memory  of  four  former  governors  of  the  State  of  Mississippi:  Governors 
Charles  Clark,  Andrew  H.  Longino,  Edmond  F,  Noel,  and  Earl  L.  Brewer. 

Charles  Clark  was  born  in  Cincinnati, 
Ohio,   in  1810.     His  family  was  among  the 
early  settlers  of  Maryland  and  his  grandfather 
helped  pioneer  the  settlement  of  the  North- 
west Territory.    About  1830  Clark  moved  to 
Jefferson  County,  Mississippi,  where  he 
taught  school  and  studied  law.    He  was  mar- 
ried to  Ann  Eliza  Darden  of  Fayette.    Their 
children  were  Frederick ,  Mary  Adelia  ,  Emma  , 
and  Ann  Eliza.    In  the  early  1850s  he  moved 
to  his  plantation  near  Rosedale  in  Bolivar 
County  which  was  his  residence  for  the  re- 
mainder of  life.    During  a  long  career  of 
distinguished  public  service  he  represented 
both  Jefferson  County  (1838-1 844)  and  Bolivar 
County  (1856-1861)  in  theState  Legislature. 


Charles  Clark 


With  the  rank  of  Brigadier-General  in  the  Confederate  service,  Clark  com- 
manded a  division  at  Shiloh,  where  he  was  wounded.     His  military  service 
terminated  when  he  sustained  a  severe  wound  at  the  Battle  of  Baton  Rouge 
which  resulted  in  his  capture.     On  his  release  in  October,   1863,  he  returned 
to  Mississippi  where  he  was  elected  Governor . 
Until  removed  from  office  by  Federal  troops, 
his  administration  was  devoted  to  healing  and 
overcoming  wartime  hardships  suffered  by 
the  people  of  Mississippi. 

Andrew  Houston  Longino  was  born  in 
Lawrence  County,  the  son  of  John  Thomas 
and  Annie  Ramsay  Longino.     He  was  married 
to  the  former  Marian  Buckley  of  Ja-ckson;  their 
children  were  Mack  Buckley,  S.  G.  ,  James  M.  , 
Annie  R.  ,  and  Gay.     He  graduated  from  Mis- 
sissippi College  and  held  a  law  degree  from 
the  University  of  Virginia. 
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Andrew  Houston  Longino 


HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 
COURT  OF  GOVERNORS 
Charles  Clark  Hall,  Andrew  H.  LonginoHall,  Edmond  F  .  Noel  Hall,  EarlL.  Brewer  Hall 


Longino  served  with  distinction  as  State  Senator;  United  States  District 
Attorney;  practicing  lawyer  at  Greenwood;  Chancellor  of  the  Seventh  District, 
announced  for  governor  subject  to  the  Democratic  Convention  of  1899;  nomi- 
nated by  the  Convention  on  the  first  ballot;  elected  governor  in  November. 

Among  the  achievements  of  Governor  Longino's  administration,    1900-1904, 
were  construction  of  the  stately  New  Capitol  Building,  the  creation  of  the 
Department  of  Archives  and  History  and  the  Department  of  Insurance,  granting 
new  railroad  charters;  new  textile  mills;  tremendous  economic  conventions. 
After  retirement  in  1904,  Governor  Longino  practiced  law  in  Jackson  and  later 
served  as  judge  of  the  Hinds  County  Court. 


Edmond  Favor  Noel,  who  was  destined  to  be- 
come an  eminent  lawyer  and  statesman,  was  born 
near  Lexington,  Mississippi.      In  his  many  of- 
ficial capacities  he  left  a  legacy  of  progressive 
and  lasting  contributions. 

Mr.  Noel  served  in  the  State  Legislature, 
was  district  attorney  for  the  Fifth  Judicial  Dis- 
trict, and  was  elected  to  the  State  Senate  be- 
fore becoming  Governor  in  1908.     Governor  Noel 
(1908-1912)  represented  Mississippi  at  the 
White  House  conference  called  by  President 
Theodore  Roosevelt  and  was  elected  chairman 
of  the  history-making  meeting  that  was  later  to 
become  the  Conference  of  Governors.     His  term 
in  office  was  characterized  by  great  strides  in 
agriculture,  welfare,  and  especially  education, 
including  authorization  for  consolidation  of 
schools;  establishing  agricultural  high  schools; 
and  creation  of  Mississippi  Normal  School 
(University  of  Southern  Mississippi)  . 

Earl  Leroy  Brewer  was  born  August  11,   1868, 
in  Carroll  County,  Mississippi.     His  parents 
were  Ratliff-  Rodney  and  Mary  (McEachern) 
Brewer.     He  received  his  L,  B.  from  the  Uni- 
versity of  Mississippi  in  1892.    While  prac- 
ticing law  in  Water  Valley,  he  married  Minnie 


Edmond  Favor  Noel 


Earl  Leroy  Brewer 
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HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 
COURT  OF  GOVERNORS 
Charles  Clark  Hall ,  Andrew  H  .  Longino  Hall ,  Edmond  F  .  Noel  Hall ,  Earl  L .  Brewer  Hall 


Block  in   1897  and  the  next  year  was  elected  to  the  State  Senate  from  the  28th 
District.     Governor  and  Mrs.  Brewer  are  survived  by  three  children,  Minnie 
Elizabeth,  Ida  Earlene,  and  Edna  Claudia.    In  1902  he  was  appointed  District 
Attorney  of  the  Eleventh  Circuit  District  and  moved  to  Clarksdale.     He  was 
elected  Governor  without  opposition  in  1911. 

As  Governor,  Earl  Leroy  Brewer  provided  the  state  with  constructive  and 
progressive  leadership.     During  his  terms  in  office,  district,  chancery,  and 
supreme  court  judges  began  to  be  elected.    A  state  banking  department  was 
established.    In  his  inaugural  address  he  stressed  reformation  of  child  labor 
laws,  reformation  of  tax  laws,  and  progressive  methods  in  education. 

The  Court  of  Governors  houses  328  men,  three  fraternity  complexes, 
supervisor's  apartment,  and  a  pavilion  for  soft  drinks  and  games.     This  com- 
plex differs  from  other  men's  dormitories  on  the  Delta  State  University  campus 
in  that  halls  were  eliminated  with  suites  of  rooms  stacked  one  above  the  other 
three  floors  high  around  stairs  and  stairwells. 

The  Court  of  Governors  was  dedicated  at  2:30  p.m.  ,  December  10,   1970, 
in  Jobe  Hall  auditorium. 
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Architect: 


DAUGHRITY  HALL 
Original  Data 


U.S.   Navy  Barracks  Building 
Surplus  Property,  World  War  II 


Total  Cost 


Sa  Ft  Cost 


General 

Contractor: 


Mechanical 
Contractor: 


Erected  by  Delta  State  Maintenance     $    81,836 
Department  under  supervision  of  Mr. 
Joseph  A.  Wilson,  Superintendent 

Included  in  General 


7.1 


Electrical 
Contractor: 


Included  in  General 


Other: 

Totals: 
Year  Completed: 
Source  of  Funds: 


$    81,836 


1947 


State  Building  Commission,   HB  1127,   Laws  of  1946 


7.1 


Principal  Use: 


Men's  residence  hall 
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TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 
DAUGHRITY  HALL 


Gross  Area 


1st  Floor 
2nd  Floor 
3rd  Floor 
Other 
Totals 

HEAT 


5,777       sq  ft 

5,756      sq  ft 

sq  ft 

sq  ft 


11,533       sq  ft 


Floor  Plan  Footage 

Assignable  Area 

4,114       sq  ft 

3,695       sq  ft 

sq  ft 

sq  ft 

7,809       sq  ft 


Other  Areas 

Circulation      2 ,880  sq  ft 

Custodial                30  sq  ft 

Rest  Rooms           770  sq  ft 

Mechanical            44  sq  ft 

3,724  sq  ft 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

VvATER 


CONTROLS 

FOR 

BUILDING: 
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Utilities 


Type:     Gas  hot  water  boiler  No.  of  Units:    1 

Unit  Manufacturer:       Cleaver  Brooks 

Capacity  Each  Unit:    Input      2,000,000  BTU    Output    1,600,000  81 

Controls  Each  Unit: 


Type:       Chilled  water 
Unit  Manufacturer:      Trane 


No.  of  Units:        1 


Capacity  Each  Unit:        65  Tons 

Controls  Each  Unit:        Unit  thermostat 

Type:      Natural  gas  No.   of  Units:        1 

Unit  Manufacturer:    Pressure  Vessel,  Inc. 

Size:     270  Gallons         Gas  Burning  Capacity:     960,000  BTU 

Controls  Each  Unit:       Unit  thermostat 

Type:     Pneumatic 

Manufacturer:     Johnson  Contracting  Company 
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REPAIRS,  RENOVATIONS.  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 

DAUGHRITY  HALL 


Date 


Description 


1947  The  State  Building  Commission  authorized  funds  to 

design  and  install  a  centrally  located  heating  system 
to  accommodate  Daughrity  and  Woolfolk  Halls.     Lomax, 
North,  and  Beasley,  Jackson,  Mississippi,  designed 
the  system  and  Automatic  Heating  and  Service  Co.  , 
Memphis,  Tennessee,  made  the  installation.     The 
cost  has  been  divided  between  the  two  buildings. 

1970  The  State  Building  Commission  authorized  Mr.  Bill 

Lambert,  architect  for  the  Commission,  to  design  a 
system  of  air  conditioning  to  accommodate  Daughrity 
and  Woolfolk  Halls.    The  system  was  installed  by 
Harden  Plumbing  &  Electric  Company,  Grenada, 
Mississippi,  at  a  total  contract  price  of  $  78,657,  half 
of  which  was  to  accommodate  Woolfolk  Hall. 

1981  In  order  to  furnish  temporary  housing  for  those  offices 
and  classrooms  vacated  in  Bailey  Hall  during  its 
renovation,  a  number  of  rooms  in  Daughrity  Hall  were 
cleared  out  and  made  ready  for  1981  fall  use.     Delta 
State  University  maintenance  aepartment  personnel 
did  this  work  under  the  supervision  of  Mr.  Horace  L. 
McCool,  Director. 

1982  Due  to  the  necessity  of  making  ready  for  an  antici- 
pated large  enrollment  of  campus  resident  students 
in  the  fall  of  1982,  it  became  necessary  to  do  repair 
and  renovation  work  on  Daughrity  Hall.    The  campus 
maintenance  crew  did  this  work  out  of  Dormitory 
Reserve  Funds  under  the  supervision  of  Mr.  Horace  L. 
McCool,  Director. 


Sq  Ft 
Added 


Cost 


$     6,836 


39,328 


2,500 


15,000 
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HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 
DAUGHRITY  HALL 


This  building  was  officially  named  Daughrity 
Hall  in  1947  in  memory  of  Dr.  KennethL.  Daughrity 
who  served  with  distinction  as  head  of  the  English 
Department  of  the  University  from  19  30  until  his 
death  in  1947. 

Dr.  Daughrity  was  born  inLaCerba,  Honduras, 
where  his  father  was  American  counsul.     He  held 
degrees  from  Columbia  and  the  University  of  Vir- 
ginia.   Dr.  Daughrity  was  widely  known  and  popu- 
lar in  college  circles,  active  professionally  in 
Mississippi,  and  active  locally  in  church  and  civic 
affairs.     Dr.  A.  G.   Painter,   Head  of  the  English 
Department  at  Mississippi  University  for  Women  at 
of  Dr.  Daughrity's  death,   said  of  him  "he  was  a  fine  teacher,  a 
a  hard  worker,  a  charming  fellow,  and  a  good  soldier." 


K.  L.  Daughrity 


A  government  surplus  property  Navy  barracks  building,  Daughrity  Hall  along 
with  Woolfolk  Hall  was  erected  in  1947  as  a  men's  dormitory  by  theDelta  State 
University  maintenance  crew  under  the  supervision  of  Mr.  Joseph  A.  Wilson, 
Superintendent  of  Buildings  and  Grounds.     Scott  Building  &  Supply  Co.  ,  Cleve- 
land, Mississippi,  paved  the  concrete  floor  slab  for  $  3,736;  Stokes  Interior, 
Jackson,  Mississippi,   installed  the  asphalt  floor  covering  for  $  4,475;  R.  N. 
McElroy  installed  the  plumbing  at  $  5,328;  and  Automatic  Heating  and  Servic- 
ing Co.  ,  Memphis,  Tennessee,  installed  the  electrical  work  at  $   11,500.    A 
brother  to  Woolfolk  Hall  (with  38  rooms  and  an  apartment)  the  building  was 
fondly  nicknamed  "G.   I.   II  Dormitory"  by  the  many  veterans  returning  to  school 
after  World  War  II. 

During  the  years  1972  to  1980,  the  building  was  not  needed  as  a  housing 
facility  and  was  used  for  furniture  storage. 

Beginning  with  the  summer  of  1981,   it  was  necessary  to  go  into  Daughrity 
Hall,  remove     the  stored  furniture  in  the  majority  of  the  rooms,  and  make  the 
building  reasonably  ready  for  use  as  temporary  office  and  classroom  spaces 
for  psychology,   speech  and  language  services,  and  speech  and  audiology 
while  major  renovation  of  Bailey  Hall  was  under  way. 

Due  to  the  large  enrollment  of  campus  resident  girls  in  the  fall  of  1981, 
and  the  necessity  of  placing  three  girls  in  a  number  of  rooms,   it  was  decided 


189 


HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 
DAUGHRITY  HALL 


to  utilize  the  rooms  occupied  as  temporary  offices  and  classroom  spaces  that 
would  be  vacated  during  the  summer  of  1982,  along  with  other  rooms  in  the 
building  for  women's  housing  beginning  in  the  faU  of  1982, 

After  serving  as  temporary  quarters,  the  building  will  need  major  repairs 
and  renovation  to  restore  it  to  normal  use,  or  it  should  be  demolished. 


Mechanical  building  servicing  Daughrity  and  Woolfolk  Halls 
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Architect: 


General 
Contractor: 


FUGLER-HAMMETT  HALL 


Original  Data 


Biggs,  Weir,  Chandler,  Neal 

&  Chastain 

Jackson,  Mississippi 

Wright  &  Ma  ugh  Construction  Co . 
Leland,  Mississippi 


Total  Cost 


$      21,045 


$   253,113 


Sq  Ft  Cost 
$  .83 

$         9.99 


Mechanical 
Contractor: 


Walsh  Plumbing  &  Heating  Co.  $      78,743 

Jackson,  Mississippi 


3.11 


Electrical  Warren  Electric  Co. 

Contractor:  Senatobia,   Mississippi 


$     21,176 


83 


Other: 


Totals: 


Furniture 


Year  Completed:         1965 


95 


$      15.71 


Source  of  Funds: 


State  Legislature,  State  Revenue  Bonds--Series  2,   1965/' 
State  Building  Commission  for  furniture 


Principal  Use: 


Women's  residence  hall 
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Gross  Area 
1st  Floor        12,941       sq  ft 
2nd  Floor       12,399      sq  ft 

sq  ft 
sq  ft 


3rd  Floor 

Other 

Totals 


TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 

FUGLER-HAMMETT  HALL 

Floor  Plan  Footage 

Assignable  Area 
8,042      sqft 

8,319      sq  ft 

sq  ft 

sq  ft 


Other  Areas 


25,340      sq  ft 


HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


16,361      sq  ft 
Utilities 


Circulation      5,215  gq  ft 

Custodial  641  g^  f^ 

Rest  Rooms       1,666  sq  ft 

Mechanical      1 ,457  sq  ft 

8,979  sq  ft 


Type:       Gas  hot  water  boiler         No.  of  Units:       2 

Unit  Manufacturer:      Ajax 

Capacity  Each  Unit:   Input     900,000  ea  Output   720,000  each 

Controls  Each  Unit:      Honeywell 

Type:     Chilled  water  No.  of  Units:       1 

Unit  Manufacturer:      Trane 

Capacity  Each  Unit:      75  Tons 

Controls  Each  Unit:      Johnson  Control 

Type:      Natural  gas  No.  of  Units:       3 

Unit  Manufacturer:      A.   O.  Smith 

Size:     100  gallons  ea    Gas  Burning  Capacity:     250,000  BTU 

Controls  Each  Unit: 

Type:     Pneumatic 

Manufacturer:       Powers 
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FUGLER-HAMMETT      HALL 


10  15         20 


7 
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10  15 


SCALE 
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FUGLER-HAMMETT         HALL 


FUGLER-HAMMETT        HALL 
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REPAIRS,   RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 


FUGLER-HAMMETT  HALL 


Date 


1966 


1979 


Description 


Sq  Ft 
Added 


Cost 


The  State  Building  Commission  authorized  Biggs, 
Weir,  Neal  &  Chastain,  Architects,  Jackson,  Mis- 
sissippi, to  remedy  a  problem  with  corridor  partition 
bracing  in  Bond-Carpenter  Hall  and  Fugler-Hammett 
Hall. 

Inverness    Lumber  Co.,   Inverness,    Mississippi, 
did  the  repair  work  totaling  $  2,032  including  archi- 
tect fees,  half  of  which  is  applied  to  Bond-Carpenter 
Hall. 

The  State  Building  Commission  under  SB  3037,  Laws 
of  1979,  authorized  $  100,000  to  roof  repair  for  Cain- 
Tatum  Hall,  Fugler-Hammett  Hall ,  Bond-Carpenter 
Hall,  and  the  lobby  area  connecting  Williams  and 
Whittington  wings.     Brewer  and  Godbold ,  Associates, 
Clarksdale,   Mississippi,  were  assigned  as  architects. 
Coating  Application  and  Waterproofing  Co.  ,  St.  Louis, 
Missouri,  was  the  installing  contractor,  completing 
the  work  during  the  summer  of  1980. 

In  order  to  award  a  total  contract.  Delta  State  Uni- 
versity supplemented  the  Building  Commission  alloca- 
tion by  $  6,809,  making  a  total  award  of  $   106,809. 
One  third  of  the  total  award  is  applicable  to  each  of 
the  dormitories  mentioned. 


S      1,016 


35,603 
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Madge  Quinn  Fugier 


Fugler-Hammett  Hail  is  named  in  memory  of  the  late  Mrs.   Madge  Quinn 
Fugier  and  in  honor  of  Miss  Evelyn  Allen  Hammett. 

As  a  member  of  the  original  Board  of  Trus- 
tees, serving  from  1924-1933,  Mrs.  Fugier 
rendered  yeoman's  service  in  providing  faculty 
and  facilities  for  the  young  institution.    A  fre- 
quent visitor  to  the  campus,  her  interest  in  the 
University  never  waned  during  her  long  and  fruit- 
ful life  .    She  was  a  patron  of  the  first  dramatic 
organization,  "The  Delta  Playhouse." 


Miss  Hammett,  Professor  of  English  Emeritus  , 
came  to  the  University  two  years  after  its  opening  . 
She  served  with  distinction  until  her  retirement 
in  1959.    From  1948-1954  she  was  head  of  the 
Division  of  Languages  and  Literature  .    Miss 
Hammett' s  loyalty  and  friendship  for  those  in  her 
classes  enabled  them  to  accomplish  the  near 
impossible.    An  author  in  her  own  right,  she  was 
particularly  successful  with  student  writers. 

Fugler-Hammett  Hall  has  seventy-two  rooms 
with  connecting  baths  to  house  144  women  stu- 
dents, anapartmentfor  the  dormitory  hostess  ,  a 
pajama  lounge  ,  and  two  chapter  rooms  for  sorori- 
ties .   Atelephone  outlet  is  available  in  each  room 
of  this  modern  all-weather  dormitory .    The  build- 
ing was  authorized  by  Legislative  appropriation 
and  state  revenue  bonds  in  1962  and  occupied  in 
January,  1965.     This  dormitory  was  a  companion 
project  with  Bond-Carpenter  Hall  for  men  where- 
by the  State  Legislature  allocated  funds  for  one 
building  and  the  revenue  bonds  were  issued  for 
the  balance  of  the  project  funds  .     The  revenues 
of  both  dormitories  were  pledged  to  pay  off  the 
bonds  ove'  2  5  years  .  Fugler-Hammett  was 
joined  to  Cairi-Tatum  by  an  enclosed  hall  corridor. 

The  facility  was  dedicated  in  a  joint  ceremony 
including  Bond-Carpenter  Hall  and  Young-Mauldin 
Cafeteria  on  April  23,    1966. 
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Evelyn  Allen  Hammett 


Architect: 


HARDEE  HALL  (Demolished,    1973) 


Original  Data 


L.   M.  Weathers  Co. 
Memphis,  Tennessee 


Total  Cost 


Unknown 


Sq  Ft  Cost 


General  Nott  and  Ward  Lumber  Co. 

Contractor:  Cleveland,  Mississippi 


$     14,040' 


$        1.16 


Mechanical 
Contractor: 


Included  in  General 


Electrical 
Contractor: 


Included  in  General 


Other: 
Totals: 


$     14,340 


1.16 


Year  Completed:  1914 

Source  of  Funds:         Bolivar  County  Agricultural  High  School 

Principal  Use:  Men's  residence  hall 

*Represents  one  half  of  a  contract  for  $  28,080.44  awarded  in  1914  for  the 
construction  of  Hardee  and  Taylor  Halls 


TECHNICAI   DATA 


HARDEE  HALL      (Demolished,    1973) 
Floor  Plan  Footage 


Gross  Area 

1st  Floor          4,118  sq  ft 

2nd  Floor         4,023  sq  ft 

3rd  Floor          3,976  sq  ft 

Other              sq  ft 


Assignable  Area 

2,529       sq  ft 

2,721       sq  ft 

2,721       sq  ft 

sq  ft 


Totals 


HEAT 


12,117       sq  ft 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


7,964       sq  ft 
Utilities 


Type: 

Unit  Manufacturer: 

Capacity  Each  Unit:    Input 

Controls  Each  Unit: 

Type: 

Unit  Manufacturer: 

Capacity  Each  Unit: 

Controls  Each  Unit: 

Type: 

Unit  Manufacturer 


Other  Areas 

Circulation      2,613  sq  ft 

Custodial              318  sq  ft 

Rest  Rooms      1,206  sq  ft 

Mechanical            16  sq  ft 

4,  153  sq  ft 

No.  of  Units: 


Output 


No.  of  Units: 


No.  of  Units: 


Size:  Gas  Burning  Capacity: 

Controls  Each  Unit: 

Type: 

Manufacturer: 
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HARDEE  HALL 


SCALE 


THIRD      FLOOR 

3,9  74,  iq    ft 


PORCH 
I  33 


SECOND  FLOOK 

4o£3    iQ   f 


FIRST       FLOOR 

4.ilS    SQ    FT 


12,117   ioFT    foTAL 
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REPAIRS,   RENOVATIONS,   AND  ADDITIONS 


HARDEE  HALL     (Demolished,    1973) 


Date 


Description 


1946  The  State  Building  Commission  authorized  funds  to  do 

repair  work  to  the  gang  bathrooms  and  floors.     This 
work  was  done  by  Mr.   Joseph  A.  Wilson  and  the 
campus  maintenance  crew. 

1958  The  State  Building  Commission  authorized  funds  for 

installing  laboratories  in  each  room  and  rewiring  the 
building.     Mr.  Joseph  A.  Wilson,  Superintendent  of 
Buildings  and  Grounds,   supervised  the  installation 
made  by  Mr.  Carl  Watson,   campus  plumber,  and  Mr. 
Sam  Hunt,  electrician. 

1964  The  State  Building  Commission  authorized  funds  to 

install  outside  stairs  at  each  end  of  the  building 
leading  into  the  second  and  third  floors  as  fire 
escapes.     Wright  and  Maugh  Construction  Co.  , 
Leland,  Mississippi,  made  the  installation  with 
Biggs,  Weir,  Neal  and  Chastain ,  architects,  Jackson, 
Mississippi,  designing  the  stairs. 


Sq  Ft 
Added 


Cost 


$   12,327 


$      6,000 


$     6,000 
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HISTORICAL  DATA 
HARDEE  HALL  (Demolished  1973) 


This  brick  dormitory,  constructed  in  1914  as  a  residence  for  men,  was 
one  of  three  original  buildings  that  comprised  Bolivar  County  Agricultural 
High  School.     The  agricultural  high  school  closed  about  1921  and  the  plant 
which  included  a  dormitory  for  men  (Hardee  Hall)  ,  a  dormitory  for  girls 
(Taylor  Hall)  ,  and  an  administration  building  (Hill  Administration  Building; 
renamed  HUl  Demonstration  School,  May  28,   1930),  plus  certain  parcels  of 
land  were  donated  by  Bolivar  County  and  the  City  of  Cleveland  to  the  State 
OS  Mississippi  in  1924  to  comprise  the  original  Delta  State  University  plant. 

Hardee  Hall  honored  the  name  of  a  late  Cleveland  citizen,    William  Guy 
Hardee,  a  pioneer  in  the  development  of  Bolivar  County.     A  lawyer,  builder 
of  residential  homes,  public  spirited  citizen,   Mr.  Hardee  served  as  a  mayor 
of  Cleveland,  organizer  of  the  Cleveland  Building  and  Loan  Association,  and 
attorney  for  the  Board  of  Supervisors  of  Bolivar  County. 

Hardee  Hall  served  as  a  men's  residence  hall  for  many  years.    In  1926 
the  newly  established  elementary  demonstration  school  under  the  direction 
of  Miss  Laurie  Doolittle  was  housed  on  the  ground  floor  of  this  hall.     During 
the  late  1950s  this  dormitory  was  converted  to  use  as  the  first  campus  resi- 
dence facility  for  married  students,  and  later,  back  to  storage. 

With  new  dormitories  being  constructed  on  the  campus  during  the  late 
1960s  and  1970s,   Hardee  Hall  became  a  "catch-all"  for  storage.     Its  deteri- 
orated condition  and  lack  of  safety  for  the  housing  of  students,  and  the  need 
to  use  the  site  for  the  erection  of  the  new  W.  B.  Roberts  Library  brought  about 
the  decision  to  tear  the  building  down  during  the  summer  of  1973  with 
demolition  done  by  Mr.  A.  J.  Bush,  Sunflower,  Mississippi.    Mr.  Bush 
was  requested  to  leave  Delta  State  University  some  4,000  of  the  bricks 
from  Hardee  and  Taylor  Halls  demolition  to  later  be  used  in  the  patio  and 
garden  areas  of  the  Lena  Roberts  Sillers  Chapel  and  Ward  Hall. 

In  1981  through  the  courtesy  of  Harry  M,  Ward,  Jr.  ,  Cleveland,  Missis- 
sippi, Delta  State  University  came  into  possession  of  a  copy  of  the  contract 
for  the  construction  of  the  two  dormitories  on  the  grounds  of  the  Bolivar 
County  Agricultural  High  School.     This  contract  contains  many  interesting 
facts  and  therefore  is  included  in  this  history: 
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HISTORICAL  DATA 

HMDEE  HALL    (Demolished  1973) 


Contract 
Trustees  Bol  Co  A  High  School 
with 
Nott  &  Ward 
Contractors 

This  contract  and  agreement  made  and  entered  into  on  this  the  22nd.  day 
of  May,    1914,  by  and  between  the  Board  of  Trustees  of  the  Bolivar  County 
Agricultural  High  School,  parties  of  the  first  part,  and  Nott  &  Ward,  Build- 
ers, parties  of  the  second  part,  A/VITNESSETH:- 

The  parties  of  the  first  part  have  this  day  awarded  to  the  parties  of  the 
second  part  the  contract  for  the  erection  of  two  dormitories  to  be  erected  on 
the  grounds  of  the  said  Bolivar  County  Agricultural  High  School,  in  Bolivar 
County,  Mississippi,  near  Cleveland ,  Mississippi,    (the  particular  location 
to  be  hereafter  selected  by  said  parties  of  the  first  part  and  pointed  out  to 
the  parties  of  the  second  part)  .     Said  dormitories  to  be  erected  according  to 
plans  and  specifications  prepared  by  L.   M.  Weathers  Co.  ,  Architects, 
Memphis,   Tenn.  ,  a  copy  of  which  plans  and  specifications  is  now  in  the 
possession  of  Nott  &  Ward  and  a  copy  of  which  is  also  in  possession  of 
said  Trustees,  and  which  said  plans  and  specifications  are  hereby  referred 
to  and  made  a  part  and  parcel  of  this  contract  the  same  as  if  said  plans  and 
specifications  were  fully  copied  and  written  into  this  contract;  except  that 
the  said  Nott  &  Ward  are  not  to  put  in  the  said  vacuum  cleaner  in  said 
dormitories  as  called  for  in  said  plans  and  specifications  and  said  Nott  & 
Ward  will  be  allowed  to  change  the  plumbing  material  from  Wolfe's  to  Crane 
Company's  goods  and    will  be  allowed  to  use  for  window  and  door  sills 
cement  sills  instead  of  sawn  stone,  and  concrete  walls,  to  be  smooth  on 
the  outside  and  have  brush  coat  after  forms  are  removed.     Said  Nott  &  Ward 
are  to  construct,  in  addition  to  those  things  named  in  said  plans  and  speci- 
fications, two  aseptic  tanks,  with  two  cast  iron  man  holes  to  each  tank, 
necessary  inlet  and  outlet  for  inflow  and  outflow  of  pipes  carrying  water, 
vvaste  and  sewerage  from  said  dormitories,   to  be  connected  with  the  iron 
pipes  carrying  waste,   sewerage,  etc.  ,  from  said  dormitories  to  said  tanks; 
said  tanks  to  be  constructed  at  or  near  and  adjoining  the  said  dormitories, 
the  particular  location  of  which  will  hereafter  be  pointed  out  to  said  Nott  & 
Ward  by  said  Trustees.     Said  tanks  to  be  six  foot  wide,   six  foot  deep  and 
Twelve  foot  long,  with  partition  in  center.     Top  to  be  constructed  with 
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HISTORICAL  DATA 


HARDEE  HALL     (Demolished  1973) 


reinforced  concrete;    sides,  ends  and  bottom  to  be  concrete.     Said  Nott  &  Ward 
agree  to  furnish  and  install,  with  all  proper  connections,  Two  36  inch  6  sec- 
tion Ideal  Boilers  (one  for  each  dormitory)  with  all  proper  pipes  and  heating 
connections  between  the  dormitories  and  the  said  Boilers.    With  the  exceptions 
and  additions  specifically  referred  to  in  this  contract,   said  buildings  are  to  be 
erected  strictly  in  accordance  with  said  plans  and  specifications  above  re- 
ferred to,  and  for  the  erection  of  said  buildings,   including  the  installation  of 
said  boilers  and  construction  of  said  aseptic  tanks,  parties  of  the  first  part 
agree  to  pay  to  the  parties  of  the  second  part,   the  sum  of  Twenty  Eight  Thou- 
sand, Eighty    and  44/100  ($28,080.44)  Dollars. 

The  parties  of  the  first  part  agree  to  pay  the  contract  price  of  the  said 
buildings  to  the  parties  of  the  second  part  in  the  following  manner,  to-wit: 
Payment  to  be  made  as  the  work  on  said  buildings  progress,  but  always  the 
parties  of  the  first  part  shall  retain  20%  of  the  value  of  the  work  done  and 
completed  on  the  buildings,  which  said  20%  shall  be  retained  until  the  build- 
ings are  entirely  completed  and  accepted  by  the  parties  of  the  first  part.     The 
80%  of  the  work  done  and  completed  to  be  paid  to  Nott  &  Ward  as  the  build- 
ings progress  to  be  paid  on  estimate  made  of  the  work  done  and  completed  by 
such  party  or  superintendent  as  the  parties  of  the  first  part  may  havo  over- 


It  is  distinctly  understood  and  agreed  that  the  said  buildings  and  work 
are  to  be  fully  completed  in  all  detail  and  ready  for  occupation  within  four 
months  from  this  date,  to-wit,  on  or  before  the  22nd.  day  of  September,   1914; 
and  if  said  buildings  and  work  are  not  completed  and  ready  for  occupation 
and  operation  on  said  date,  then  the  said, Nott  &  Ward  to  pay  as  damages  on 
account  of  not  having  the  said  work  completed,  the  sum  of  $2  5.00  per  day 
for  each  and  every  day  after  the  22nd.  day  of  September,    1914,   until  the 
said  buildings  and  work  are  completed. 

Signed  in  duplicate  at  Cleveland,   Miss.  ,  by  the  parties  hereto  on  the  day 
and  date  first  above  written. 


Ed.   J.   Nott 


H.   M.  Ward 


Composing  firm  of  Nott  &  Ward. 
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Trustees  Bolivar  County  Agr.   HighSchool, 
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Architect: 


HILL  APARTMENTS 


Original  Data 


Riggs,  Weir,   Neal  &  Chastain 
Jackson,   Mississippi 


Total  Cost  Sg  Ft  Cost 


$     24,257  $  .7J 


General 
Contractor: 


Gray  Little  Co. 
Grenada,   Mississippi 


$  285,179 


$        9.22 


Mechanical 
Contractor: 


Harden  Plumbing  &  Electric  Co, 
Grenada,   Mississippi 


$     85,083  $        2.76 


Electrical  J.   M.  Rose  &  Sons 

Contractor:  Greenwood,   Mississippi 


$     34,023  $        1.10 


Other:  Equipment 

Totals: 
Year  Completed:  1969 


$     21,485  $  .70 

$  450,000  $      14.56 


Source  of  Funds:        Federal  Government  Revenue  Bonds  (HUD),   Series   4tRIB ,  1970; 

Bond  #RIB,   Project  CH-MISS  66(D) 


Principal  Use:  Married  student  apartments 
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TECHNICAL  DATA  AS  OF  JANUARY  1  ,    1982 


Gross  Area 
1st  Floor        16,376      sq  ft 
2nd  Floor       14 ,536      sq  ft 

sq  ft 
sq  ft 


3rd  Floor 

Other 

Totals 


30,912      sq  ft 


HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 
FOR 

BUILDING: 
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HILL  APARTMENTS 

Floor  Plan  Footage 

Assignable  Area 

13,432      sq  ft 

11,914      sq  ft 

sq  ft 

sq  ft 

25,346       sq  ft 
Utilities 


Other  Areas 

Circulation      3,910  sq  ft 

Custodial  0  sq  ft 

Rest  Rooms      1,472  sq  ft 

Mechanical  184  sq  ft 

5,566  sq  ft 

No.  of  Units:     46 


Output       8  KW 


Type:      Electric 

Unit  Manufacturer:     Lennox 

Capacity  Each  Unit:      Input 

Controls  Each  Unit: 

Type:      Direct  expansion  No.  of  Units:      46 

Unit  Manufacturer:        Lennox 

Capacity  Each  Unit:      10,330  BTU 

Controls  Each  Unit:         Low  voltage 

Type:      Electric  No.  of  Units:       46 

Unit  Manufacturer:      Day-Night 

Size:      40   Gallons         Gas  Burning 'Capacity: 

Controls  Each  Unit: 

Type:      Electric 

Manufacturer:      Honeywell 


THE      HILL      STUDENT    APARTMENTS 


!*■& 

M. 

^^^ 

.,^. 

^™?" 

^^ 

,      UJ        > 

> 

muJ 

m 

> 

CD     Ld 

cn 

m 

t— i-ij 

^^^^^^^B 

^^^^^^^^ 

^^^^^^^B 

^^^IHI^I 

5  R 
=1  * 


^T-t   > 

5^t 

-t.-zc 

f?£ 

T-st 

i^£ 

\±i 

LUCK 

CD 

ct 

m 

o^e 

b^e 

■3'f 

^  't 

'^Ig 

3:E 

I— UJ      > 

> 

> 

^UJ 

CD  UJ 

CD 

%l< 

q: 

CC 

UJ 

^ 

CD 

> 
CD    UJ 

CD 

0 
"1 

> 
QDliJ 

a: 

ro 

CD 

N 

"^ 
^ 

> 

CD   UJ 
CC 

c<\ 

UJ 

<^       cc 

>*• 

1—^     > 
<:l^<uj 

i. 

> 

CD  UJ 

^ 

^ 

m 

>M 

> 

Ct 

^ 

m 

o 

m  UJ 

cr 
0 

m 

^t< 

r- 

UJ 

> 

> 

CD  LU 

Cl''-<UJ 

<;:    or 

^^^^^^^_ 

^^^^^^^^ 

. 

UJ 
<1- 

> 

CD   Uj 
Cn 

CD 

> 

muj 

cr 

30,912    SQ  FT    TOTAL 


209 


THE    HILL      STUDENT    APARTMENTS 
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REPAIRS,  RENOVATIONS.  AND  ADDITIONS  AS  OF  JANUARY  1.    1982 

HILL  APARTMENTS 


Date 


Description 


1977  The  State  Building  Commission  authorized. funds  under 

HB  1401,  Laws  of  1977,  for  roof  repairs ,  reconstruc- 
tion of  roof  overhangs,  and  weatherproofing .     Brewer 
and  Godbold,  Associates,  architects,  Clarksdale, 
Mississippi,  drew  up  the  plans  and  specifications. 
The  successful  low  bidder  for  construction  was 
Cleveland  Lumber  Co.  ,  Cleveland,  Mississippi. 


Sq  Ft 
Added 


Cost 


$  27,890 
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HISTORICAL  DATA  AS  OF  JANUARY  1 ,    1982 
HILL  APARTMENTS 


Hill  Apartments  is  a  seven-building,  town- 
house  type  facility  containing  forty-six  two  bed- 
room apartments  .    The  name  honors  the  memory 
of  the  late  Edward  Bibb  Hill.    Mr.  Hill  was  born 
in  Memphis  in  1863  ,  the  son  of  Emily  Bibb  Pleas- 
ants and  William  Kenan  Hill .    In  1896  he  opened  a 
store  in  Cleveland.    His  enterprise  flourished  , 
and  it  is  said  that  he  developed  the  first  department 
store  in  Cleveland.    In  1911  Mr.  Hill,  along  with 
StarkeyC.  Taylor  and  William  Guy  Hardee  ,  donated 
the  twenty-acre  site  for  Bolivar  County  Agricultural 
High  School ,  thus  laying  the  foundation  for  what 
was  to  develop  into  Delta  State  University. 

Judge  Lucy  Howorth  was  talking  one  morning 
with  Audley  Shands  about  how  to  make  Cleveland 
grow.    Mr .  Shands  suggested  ,  "We  have  a  choice 
of  seeking  industry  or  making  this  a  college  town.  " 
After  consultation  with  other  interested  citizens  , 
the  college  route  was  chosen.    Mrs.  E.B.  Hill, 
his  widow,  enthustiastic  about  the  idea  ,  told  the  two 

lawyers  that  she  and  her  family  would  be  happy  to  sign  a  quit  claim  deed  ceding 
certain  acreage  to  the  state.    On  this  spot,  Delta  State  now  stands.    Mrs.  Hill 
was  the  former  Ivy  Graham .  Their  children  were  Ed ,  Jr .  ,  and  Myrtle  ,  now  Mrs  . 
N.   L.  Cassibry. 

Originally  three  buildings  made  up  the  Bolivar  County  Agricultural  High 
School.    These  buildings  later  became  the  campus  of  Delta  State  Teachers  College 
now  Delta  State  University .    Two  of  the  buildings  became  dormitories  ,  one  named 
Taylor  Hall  for  Starkey  C  .  Taylor  and  one  Hardee  Hall  for  William  Guy  Hardee  .    The 
third  building,  Hill  Administration  Building,  was  later  converted  to  a  demonstra- 
tion school.    In  1957  the  demonstration  school  was  discontinued.    The  Hill  Build- 
ing then  became  a  general  classroom  building  .    In  1965  it  was  torn  down,  and  the 
W.  B,  Roberts  Library  was  erected  on  the  site. 

To  perpetuate  the  Hill  name  and  the  contribution  to  Delta  State  University, 
a  new  series  of  married  student  apartments  were  constructed  and  named  in  memory 
of  Edward  Bib'-  "ill.     Biggs,  Weir  &  Chastain,  Jackson,   Mississippi,  were  as- 
signed as  arc  :s  .    Gray  Little  Lumber  Co.  ,  Grenada,   Mississippi,  made  the 
installation.     T;  ,-  [iill  Apartments  were  dedicated  at  the  ceremony  held  December 
10,    1970,  at  2::''j  -.m.  in  E .  R.  Jobe  Hall  Auditorium. 


Edward  Bibb  Hill 
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Architect: 


LAWLER-HARKINS  HALL 


Original  Data 


Pritchard  and   Nickles 
Tunica,  Mississippi 


Total  Cost 


$    48,500 


Sg  Ft  Cost 
$        1.06 


General  Ralph  G.  Hewlett  Construction  Co .     $583,492 

Contractor:  Starkville,  Mississippi 


$      12.75 


Mechanical 
Contractor: 


Central  Plumbing  &  Heating  Co,  $  217,800 

Jonesboro,  Arkansas 


$        4.76 


Electrical  Fred  Norton  Electric  Co. 

Contractor:  Jackson,  Mississippi 


$    66,699 


$       1.46 


Other: 


Furniture 


Totals: 
Year  Completed: 
Source  of  Funds: 


1969 


$     33,509 
$  950,000 


73 


$      20.76 


State  Legislature,   1964,   $  400,000;  State  Revenue  Bonds, 
Series  2,   1969,  $  550,000 


Principal  Use:  Women's  residence  hall 
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TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 


Gross  Area 

1st  Floor        16,261  sq  ft 

2nd  Floor       15,710  sq  ft 

3rd  Floor        13,795  sq  ft 

Other              sq  ft 

Totals             45,770  sq  ft 


HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


LAWLER-HARKINS  HALL 
Floor  Plan  Footage 
Assignable  Area 
10,342       sq  ft 
10,381       sq  ft 
9,396       sq  ft 

sq  ft 

30,119       sq  ft 
Utilities 


Other  Areas 

Circulation     9,711  sq  ft 

Custodial  313  sq  ft 

Rest  Rooms      4,938  sq  ft 

Mechanical         689  sq  ft 

15  ,651  sq  ft 


Type:      Gas  hot  water  boiler         No.  of  Units:        2 
Unit  Manufacturer:       National  U.S. 

Capacity  Each  Unit:    Input      1 ,  360  ,  000  Output     1,088,000 
Controls  Each  Unit: 


Type:       Direct  expansion 
Unit  Manufacturer:       Trane 


No.  of  Units: 


Capacity  Each  Unit:       1,  50  Tons;  1,  60  tons 

Controls  Each  Unit: 

Type:     Natural  gas  No.  of  Units:        4 

Unit  Manufacturer :      Day-Night 

Size:     100  Gal  each      Gas  Burning  Capacity:     250,000  each 

Controls  Each  Unit: 

Type:       Pneumatic 

Manufacturer:       Barber  Coleman 
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LAWLER-HARKINS    DORMITORY 


SCALE 


^ 

^" 

z 

liJ 

CO 

O 
CD 

^^ 

%l 

41 

$s 

4i 

?:o 

Hl^i 

-^^o 

't:S 

fs^ 

5^S 

HM 

I? 

s^i 

r 

1     o 

^1. 

1- 

Rt"' 

'1    '^ 

Q 

II  >^^ 

to 

E 

^ 

<* 

1    '^'^ 



Q     •-    ->- 

^' 

~  r 

zccri:! 

"41 

a: 

UJ 

^ 

CD    ~ 

CL 
< 

C/l        1 

« 

45.770-SQ    FT    TOTAL 
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LAWLER-HARKINS    DORMITORY 


16         8 


SCALE 
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SECOND  FLOOR 
15,710     SO    FT 


SCALE 


LAWLER-HARKINS 
DORMITORY 


THIRD    FLOOR    13,799  SO   FT 
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REPAIRS,  RENOVATIONS.  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 
LAWLER-HARKINS  HALL 


Date 


1974 


1977 


Description 


Within  three  years  after  occupancy  of  this  dormitory 
roof  problems  began  to  develop. 

The  State  Building  Commission,   under  HB  1275,  Laws 
of  1973,  authorized  Law  Engineering  Testing  Company, 
Atlanta,  Georgia,  consultants,  to  survey  the  problem 
and  make  recommendations.     The  recommendation  was 
to  repair  the  existing  roof  and  recap  the  entire  roof. 
This  recommendation  cost  $  666. 

During  1974  the  State  Building  Commission  authorized 
Alton  Sheet  Metal  &  Roofing  Works,  Inc.  ,  Jackson, 
Mississippi  to  make  the  roof  repairs. 

The  State  Building  Commission  authorized  an  emergency 
allocation  under  HB  1401,  Laws  of  1977,  to  repair  the 
roof  air  conditioning  equipment. 


Sq  Ft 
Added 


Cost 


666 


18,514 


4,300 


'■SrSs^S^li- 


:^JC)'  ^y-'^^^'^^^^^i^^ 
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HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 
LAWLER-HARKINS  HALL 


President  James  M.  Ewing,  Nell  Lawler, 
E.  R.  Jobe ,  and  Eleanor  Harkins  at  dedication 

Lawler-Harkins  Hall,  a  dormitory  for  women,  is  named  in  honor  of  Nell 
Irene  Lawler  and  Anna  Eleanor  Harkins. 

Miss  Lawler,  a  native  of  Alabama,   is  the  daughter  of  Baker  Curry  and 
Nell  Irene  Lawler.     She  holds  an  A.  B.  from  MSCW  (MUW)  and  M.  A.    from 
Peabody  College  with  additional  work  at  Columbia  and  Duke.     She  was  an 
outstanding  English  teacher  and  served  as  President  and  Director  of  the  MEA. 
Miss  Lawler  was  Dean  of  Students  at  MUW  before  becoming  to  Delta  State  in 
1948  as  Dean  of  Women  and  Associate  Professor  of  English  until  her  retire- 
ment in  1966.     She  was  initiated  into  the  Delta  Delta  Delta  Sorority  by  the 
National  Board  of  Directors  and  helped  organize  sororities  and  fraternities  at 
Delta  State.     She  received  a  Citation  from  the  National  Association  of  Deans 
of  Women  in  1967  for  meritorious  work  in  guidance.    A  woman  of  refinement 
and  charm.   Miss  Lawler  was  firm  but  understanding  in  carrying  out  her  duties. 
The  same  high  standards  she  holds  for  herself  are  those  she  sought  in  her 
students.       Miss  Lawler  died  April  2  ,   1982. 

Miss  Harkins  is  one  of  eight  children  born  to  Samuel  Walter  and  Mattie 
Harkins  in  Macon.     She  holds  an  A.  B.  degree  from  MSCW  (MUW)  and  was 
the  first  librarian  in  Mississippi  to  earn  the  professional  degrees  of  B .  S. 
in  L.  S.    (Illinois,    1930)  and  the  M.  L.  S.    (Columbia,    1943).     Miss  Harkins 
began  her  library  career  as  Associate  Professor  of  Library  Science  and  Librarian 
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HISTORICAL  DATA  AS  OF  TANUARY  1  ,    1982 
LAWLER-HARKINS  HALL 


at  MUW.     She  taught  library  science  at  universities  in  Mississippi  and  Louis- 
iana and  worked  in  the  Columbia  University  library  before  accepting  the  posi- 
tion of  Associate  Professor  and  Head  Librarian  at  Delta  State  in  1946.    The 
Mississippi  Library  Association  in  1967  presented  her  an  Award  of  Merit.     She 
served  as  a  member  of  the  Executive  Board  of  the  Southeastern  Library  Associ- 
ation,   At  Delta  State  Miss  Harkins  was  zealous  in  constantly  increasing  the 
size  and  scope  of  the  library  holdings.     Her  graciousness  and  devotion  to  the 
ideal  of  excellence  in  library  service  have  left  their  impress  on  the  W.  B. 
Roberts  Library  of  today. 

Lawler-Harkins  Hall  is  a  two-wing,  three-story  complex  tied  together 
with  a  two-story  lobby  unit.     The  dormitory  has  148  rooms,  a  large  general 
lobby  on  the  first  floor;  a  similar  size  TV  lounge  on  the  second  floor  and  two 
sorority  complexes;  one  in  each  wing  on  the  first  floor.     Lawler-Harkins  Hall 
was  dedicated  December  10,   1970,  at  a  multiple-facility  service  held  in 
E.  R.  Jobe  Hall. 

The  fact  that  this  residence  hall  is  three  stories  high,  along  with  the  third 
floor  of  Ward  Hall  and  Cleveland  Hall,  was  a  strong  factor  in  the  State  Legis- 
lature under  SB  309,  Laws  of  1981,  authorizing  $  60,000  to  assist  the  City  of 
Cleveland  in  the  purchase  of  a  $  323,500  extension-ladder  fire  truck.    The 
$  60,000  allocation  was  the  cost  of  the  extension  ladder  making  it  possible  to 
fight  fires  at  three  story  and  above  height. 
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Architect: 


General 
Contractor: 


Mechanical 
Contractor: 


MARRIED  STUDENT  APARTMENTS  (Demolished,    1974) 

(HIGHWAY  #8) 
Original  Data 

Total  Cost  Sq  Ft  Cost 

United  States  Government 

Columbus  Air  Force  Base 

World  War  II  Surplus  Property  Building 

Operations  and  Maintenance  Dept.        $    10,860  $  .78 

Delta  State  University- 
Cleveland,  Mississippi 

Included  in  General 


Electrical 
Contractor: 


Included  in  General 


Other: 

Totals: 
Year  Completed:        1946 
Source  of  Funds:       State  Building  Commission 


$    10,860 


78 


Principal  Use: 


Apartments  for  married  students 
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TECHNICAL  DATA  AS  OF  JANUARY  1  ,    1982 

MARRIED  STUDENT  APARTMENTS  (Demolished,    1974) 

(HIGHWAY  #8) 
Floor  Plan  Footage 

Other  Areas 


Gro 

SB  Area 

Assignable  Area 

1st  Floor 

13,860 

sq  ft 

12,747 

sq  ft 

2nd  Floor 

sq  ft 

sq  ft 

3rd  Floor 

sq  ft 

sq  ft 

Other 

sq  ft 
sq  ft 

sq  ft 

Totals 

13,860 

12,747 

sq  ft 

Utilities 

HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


Type: 

Unit  Manufacturer: 

Capacity  Each  Unit:      Input 

Controls  Each  Unit: 

Type: 

Unit  Manufacturer: 

Capacity  Each  Unit: 

Controls  Each  Unit: 

Type: 

Unit  Manufacturer 


Circulation  420  sq  ft 

Custodial  0  sq  ft 

Rest  Rooms  693  sq  ft 

Mechanical    0  sq  ft 

1,113  sq  ft 

No.  of  Units: 

Output 


No,  of  Units: 


No.  of  Units: 


CONTROLS 

FOR 

BUILDING: 
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Size:  Gas  Burning  Capacity: 

Controls  Each  Unit: 

Type: 

Manufacturer: 


SCALE 


G    I.      STUDENT    APARTMENTS 
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REPAIRS,   RENOVATIONS.  AND  ADDITIONS  AS  OF  JANUARY  1.    1982 

MARRIED  STUDENT  APARTMENTS  (Demolished,    1974) 
(HIGHWAY  #8) 


Sq  Ft 

Date 

Description 

Added 

Cost 

1960 

Mr.  Joseph  A.  Wilson,  Superintendent  of  Buildings 
and  Grounds,  with  the  help  of  his  maintenance  person- 

nel, installed  new  roofs  on  all  apartment  units. 

$     2,500 

1970 

The  first  row  of  these  apartments,  composed  of  three 
apartment  units,  was  converted  to  use  by  the  Art 
Department  as  a  ceramic  studio  until  demolition  in 

1974. 

1,500 
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HISTORICAL  DATA  AS  OF  JANUARY  1.    1982 

MARRIED  STUDENT  APARTMENTS  (Demolished,   1974) 
(HIGHWAY  #8) 


The  Married  Student  Apartment  units  on  Highway  #8  were  donated  originally 
to  Delta  State  University  as  United  States  Government,  World  War  II,   surplus 
properties.    They  had  served  as  barracks  housing  for  army  personnel  at 
Columbus  Air  Force  Base  during  World  War  II. 

The  units  arrived  on  the  Delta  State  campus  in  dismantled  sections .     The 
campus  operations  and  maintenance  crew  under  the  supervision  of  Mr.  Joe 
Wilson  assembled  the  sections,  installed  roofs,  bathrooms,  sidewalks,  and 
drainage,  and  made  available  twenty  one  two-bedroom  units  in  seven  buildings  . 

With  these  barracks  came  twenty  trailer  units  and  two  double  trailers  de- 
signed as  "community  baths"  for  occupants  of  the  trailers.    These  units  were 
set  up  and  served  for  five  years  as  housing  for  married  students  before  becom- 
ing maintenance  problems.     The  trailer  units  were  later  donated  to  Mississippi 
Valley  State  College  at  Itta  Bena,  Mississippi,  for  renovation  and  housing 
use,   serving  the  newly  created  college  a  number  of  years  as  faculty  housing. 

Numerous  efforts  were  made  through  the  years  to  do  away  with  the  apart- 
ment units.     They  became  unsightly  and  constant  maintenance  problems.     The 
demand  by  the  students  was  so  great,  however,  that  the  units  were  periodically 
repaired  and  continued  to  serve  their  original  purpose  until  1974. 

Because  of  their  inexpensive  rent,  these  units  afforded  many,  many  young 
married  couples  the  opportunity  of  an  education  as  well  as  housing  for  new 
faculty  and  staff  personnel.     The  beginning  rent  of  the  units  was  $  25  per 
month  which  was  finally  raised  to  $  30  per  month,  with  utilities  paid  by  Delta 
State  University. 

The  first  unit  of  three  apartments  ultimately  was  used  as  a  ceramics 
studio  by  the  Art  Department.    The  unit  lent  itself  well  to  this  use;  however, 
it  was  razed  with  the  balance  of  the  units  in  1974  by  the  campus  maintenance 
crew  and  hauled  off  campus.    Willie  B.  Gee,  Foreman  of  the  Grounds  crew, 
used  the  tractor  back-hoe  to  bring  the  buildings  down  and  push  the  debris 
up  into  piles  for  transit. 
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VETERANS  MONUMENT 


?  IN  /^ItMORY  or  THOSE  WHO  DILI)  \\i  VV/\V 
THATWEMIGH'i  IJVF,  IN  P^Ml 

"GREATER  EOVE  HT^  NO  -M AN :  ; 


The   campus   Veterans  Club  dedicated  a  monument-bulletin  board   to  Delta 
State  University   commemorating  World  War  II  and  Korean  War  dead  on  May   23, 
1958.      The  memorial   originally  erected  between  Cleveland  and  Scott  Halls  is 
now  located  near  the  southwest   corner  of  The   Union. 
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Architect: 


MARRIED  STUDENT  APARTMENTS 

(BEHIND  CAFETERIA) 
Original  Data 

Total  Cost 


Biggs,  Weir  &  Chandler 
Jackson,  Mississippi 


$     13,71! 


Sq  Ft  Cost 
$  .75 


General 
Contractor: 


Cone  &  Stowers ,  Inc. 
Searcy,  Arkansas 


$  228,625 


12.55 


Mechanical 
Contractor: 


Walsh  Plumbing  Co. 
Jackson,  Mississippi 


Included  in  General 


Electrical  Warren  Electric  Co. 

Contractor:  Senatobia,   Mississippi 


Included  in  General 


Other: 

Totals: 
Year  Completed: 
Source  of  Funds: 

Principal  Use: 


1960 


$  242,343 


$      13.30 


Federal  Government  HHFA  Revenue  Bonds,  original  issue 
1959;  reissued  1970  as  Series  #  RIA. 


Married  student  housing 
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Gross  Area 
1st  Floor         18,210      sq  ft 

sq  ft 

sq  ft 

sq  ft 


2nd  Floor 
3rd  Floor 
Other 
Totals 


TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 

MARRIED  STUDENT  APARTMENTS 

(BHIND  CAFETERIA) 
Floor  Plan  Footage 

Assignable  Area 

14,670      sq  ft 

sq  ft 

sq  ft 

sq  ft 


Other  Areas 


18,210      sq  ft 


14,670      sq  ft 
Utilities 


Circulation       1  ,700  sq  ft 

Custodial  170  sq  ft 

Rest  Rooms       1  ,380  sq  ft 

Mechanical  290  sq  ft 

3,540  sq  ft 


HEAT 


15  -  19,600 
Output    15  -  35,000 


AIR  CONDI- 
TIONING 


Type:      Gas  wall  heaters  No.  of  Units:      30 

Unit  Manufacturer:     Day-Night 

Capacity  Each  Unit:     Input 

Controls  Each  Unit:      Honeywell 

Type:      Window  units  No.  of  Units:     30 

Unit  Manufacturer:      Frigidaire 

Capacity  Each  Unit:     15  -  19,000  BTU;   15  -  24,000  BTU 

Controls  Each  Unit: 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


Type:     Natural  gas  No.  of  Units: 

Unit  Manufacturer:      Day-Night 

Size:     20  Gallons  Gas  Burning  Capacity: 

Controls  Each  Unit: 

Type:       None 

Manufacturer: 


30 


27,000  BTU 


STUDENT  APARTMENTS-  BEHIND  CAFETERIA 


SCALE 


:b,2io  so  ft  total  units 
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REPAIRS,   RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1.    1982 
MARRIED  STUDENT  APARTMENTS 
(BEHIND  CAFETERIA) 


Date 


Description 


1975  The  State  Building  Commission,   under  HB  1288,   Laws 

of  1975,  allocated  funds  to  repair  and  re-roof  all 
thirty  apartments.    Alton  Sheet  Metal  Works,  Jackson, 
Mississippi,  was  the  contractor,  with  Phillip 
Vazzana,  Greenville,  the  architect. 

1979  The  State  Building  Commission,   under  SB  3037,   Laws 

of  1979,  and  HB  1461,  Laws  of  1978,  authorized  the 
re-working  of  water  lines  to  the  married  student 
apartments  behind  the  Young-Mauldin  Cafeteria . 
Hemphill  Construction  Co.,  Florence,   Mississippi, 
made  the  installation.     North,  Beasley  and  Swayze, 
Jackson,   Mississippi,  were  the  architects  and 
engineers . 


Sq  Ft 
Added 


Cost 


$  37,632 


14,316 
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HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 
MARRIED  STUDENT  APARTMENTS 
(BEHIND  CAFETERIA) 


The  construction  of  thirty  units  of  apartments  for  married  students  was  a 
part  of  the  first  Federal  Government  HHFA  project  on  the  campus  of  Delta 
State  University.     The  total  project  was  a  $  925,000  forty-year  3%  interest 
bearing  loan  that  included  the  construction  of  a  dormitory  for  men,  Whittington- 
Williams,  a  dormitory  for  women,  Cain-Tatum,  and  the  thirty  apartments  for 
married  students.    These  bonds  were  reissued  in  1970  at  $  728,000  as  a  part 
of  a  total  new  issue  to  include  the  Hill  Apartments. 

The  thirty  units  consist  of  twenty  units  with  two  bedrooms  each  and  ten 
units  with  one  bedroom  each.    They  are  located  on  what  was  at  one  time  the 
"hog  lot"  and  later  the  area  for  the  campus  incinerator.    These  apartments 
are  modern  in  design  and  are  filled  to  capacity  at  all  times. 

The  "hog  lot"  was  a  strip  of  land  150  feet  wide  and  approximately  1,000 
yards  long  purchased  in  1949  for  $  2,500  from  Mr.  Harry  Ward,   Sr.  ,  and 
comprized  3.45  acres.    The  "hog  lot"  was  used  to  accommodate  some  100  head 
of  hogs  fed  from  the  cafeteria  left-overs  and  subsequently  slaughtered  and 
returned  to  the  cafeteria  in  processed  pork. 

As  of  this  writing  these  units  have  not  been  officially  named  and  are 
therefore  referred  to  as  "the  Married  Student  Apartments  Behind  the  Cafeteria.' 


Wi 

'"'»: 


A   snapshop  from   the   early   1930s   shows    the   temporary   gymnasium 
built   In   1926   and   a   cottage   that   stood   where   the  Marshall    Home 
Management  House  is  located  in   191  2.      When   the   University 
opened   in   1925,    this   cottage   faced   Fxfth  Avenue    to    the   east- 
southeast   of  Hardee  Hall.      Later    the   cottage   was  moved   to   the 
location  pictured  and  was  occupied  by   the  family  of  a  member 
of   the   first   faculty,    Albert   Leon   Youn. 

Minor   campus   facilities   in    the   beginning   years   also   included 
a  small   cottage  at   the  rear  of  Hill   Hall   which  was  occupied 
by    the   family   of   the   institutions ' s   first   business  manager, 
William  Vincent   Frierson. 
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MARSHALL  HOME  MANAGEMENT  HOUSE 


Original  Data 


Total  Cost 

Architect:  J.S.Sigler,  Supt.  ,  Buildings  &  Grounds 

Delta  State  Teachers  College  ,  Cleveland  , 
Mississippi 

General  Kyle  Fondren,  Cleveland ,  Miss .  ,  $    12,640 

Contractor:  was  foreman,  using  WPA  labor 


Sq  Ft  Cost 


6.21 


Mechanical 
Contractor: 


JosephA.  Wilson,  Asst.  toSupt.  of      Included  in  General 
Buildings  and  Grounds  with  the  use 
of  campus  labor 


Electrical  JosephA.  Wilson,  Asst.  to  Supt. 

Contractor:  of  Buildings  and  Grounds  with  the 

use  of  campus  labor 


Included  in  General 


Other: 


Totals: 
Year  Completed:         1938 
Source  of  Funds:        Federal  assistance 


$     12,640 


6.21 


Principal  Use: 


Laboratory  living,  home  economics 
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TECHNICAL  DATA  AS  OF  JANUARY  1  ,    1982 


Gross  Area 
1st  Floor        2,217        sq  ft 
2nd  Floor 
3rd  Floor 
Other 
Totals 

HEAT 


MARSHALL  HOME  MANAGEMENT  HOUSE 
Floor  Plan  Footage 
Assignable  Area 
1,892         sq  ft 
sq  ft  sq  ft 

sq  ft  sq  ft 

sq  ft  sq  ft 


2,217*      sq  ft  1,892         sq  ft 


Utilities 


Other 

Ar 

eas 

Circulation 

204 

sq  ft 

Custodial 

sq  ft 

Rest  Rooms 

106 

sq  ft 

Mechanical 

15 

sq  ft 

325 

sq  ft 

AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


Type:         Central,  natural  gas       No.  of  Units:  2 

Unit  Manufacturer:     Rheem 

Capacity  Each  Unit:    Input     100,000        Output     80,000  BTU 

Controls  Each  Unit:      Electric  thermostat  -  Honeywell 

Type:    Direct  expansion  No.  of  Units:       2 

Unit  Manufacturer:      Rheem 

Capacity  Each  Unit:       3  Tons 

Controls  Each  Unit:       Honeywell 

Type:      Natural  gas  No.  of  Units:        1 

Unit  Manufacturer:       Rudd 

Size:        40  Gallons        Gas  Burning  Capacity:      60,000  BTU 

Controls  Each  Unit:  Unitrol 

Type:        None 

Manufacturer: 


Addition  of  182  gross  square  feet  in  1980  not  included  in  original  square  foot 
cost. 


MARSHALL  HOME 
MANAGEMENT  HOUSE 
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REPAIRS,   RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 


MARSHALL  HOME  MANAGEMENT  HOUSE 


Date 


Description 


Sq  Ft 
Added 


Cost 


1958       Mr.  Joseph  A.  Wilson,  Superintendent  of  Buildings 

and  Grounds,  Delta  State  University,  and  the  campus 
crew  closed  in  the  back  patio  for  use  as  a  den  and 
the  little  back  porch  to  house  a  washer  and  dryer, 
along  with  installing  windovr  air  conditioning  units 
and  repainting  the  entire  house.     This  renovation  was 
done  at  the  time  President  J.  M.  Ewing  and  his  family 
were  living  in  the  home  management  house  pending 
the  completion  of  ajiew  home  for  the  president. 

1978       The  State  Building  Commission,   under  HB  1461,   Laws 

of  1978,  authorized  $  68,000  for  renovation  and  repairs 
to  several  campus  residences,  including  the  renova- 
tion of  the  Marshall  Home  Management  House  from  a 
teaching  and  laboratory  facility  to  a  campus  residence. 
Mr.  Billie  Daves,  local  contractor,  with  a  crew, 
furnished  the  labor.     Delta  State  University  purchased 
the  materials.    Completed  in  the  summer  of  1980,  the 
renovation  added  182  square  feet  to  the  building 
making  a  total  square  footage  in  the  house  of  2,217 
exclusive  of  the  front  porch.    A  double  carport  and  a 
storage  room  were  also  added  at  a  total  cost  of 
$  38,000. 


$     2,500 
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38,000 


Arthur  L.  Marshall 


HISTORICAL  DATA  AS  OF  JANUARY  1  ,    1982 


MARSHALL  HOME  MANAGEMENT  HOUSE 


The  name  of  the  Arthur  Marshall  Home 
Management  House  recognizes  the  services  of 
the  late  Senator  Arthur  L.  Marshall  of  RuleviUe 
who  with  Senator  W.  B.  Roberts  of  Bolivar 
County  introduced  a  bill  in  the  Mississippi 
Senate  on  February  19,    1924,   for  the  establish- 
ment of  the  North  Mississippi  Normal  College, 
When  the  bill  was  signed  into  law,  the  name 
was  Delta  State  Teachers  College. 

The  Arthur  Marshall  Home  Management 
House  was  occupied  for  the  first  time  during 
the  1941-42  session.     The  house  provided  ad- 
vanced students  in  home  economics  practical 
experience  in  homemaking.     Funds  for  the  build- 
ing were  provided  by  the  Works  Progress  Ad- 
ministration in  cooperation  with  the  State  Build- 
ing Commission.     This  facility  made  it  possible 
for  the  Home  Economics  Department  to  qualify 
for  certain  operating  funds  for  training  in  voca- 
tional home  economics  under  the  Smith-Hughes 


Act  of  the  Federal  Government. 

Located  amidst  a  number  of  beautiful  oak  trees,  the  foundation  of  the 
house  is  that  of  a  structure  which  stood  on  the  grounds  of  the  campus  when 
the  University  was  founded. 

In  addition  to  its  services  as  a  laboratory  for  home  economics  students, 
the  home  management  house  has  served  as  an  interim  home  for  Presidents  J.   M. 
Ewing  and  Aubrey  K.  Lucas  as  each  awaited  the  repair  and  renovation  of  the 
president's  home.     On  other  occasions  the  house  has  been  used  for  short 
periods  of  time  as  a  residence  for  new  faculty  and  staff  members  pending  their 
arrangements  for  permanent  housing. 

In  1978  this  house  was  completely  renovated  and  converted  from  a  teaching 
and  laboratory  facility  to  a  campus  residence  to  be  assigned  at  the  discretion 
of  the  President  to  house  key  administrators  of  the  University. 

In  June  1981,  Dr.  W.  Frank  McArthur,  Jr.,   the  newly  elected  Vice  President 
for  Academic  Affairs,  chose  to  move  into  this  house  as  a  campus  residence  rather 
than  the  one  then  occupied  by  Dean  Gunn  who  was  retiring  as  Dean  of  the 
University  and  relinquishing  campus  housing. 
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Architect: 


PRESIDENT'S  HOME 


Original  Data 


E.   H.  Norwood  &  Hall 
Greenville,  Mississippi 


Total  Cost 


$        2,394 


Sq  Ft  Cost 
$  .57 


General  Barber  Contracting  Co. 

Contractor:  Cleveland,  Mississippi 


$     39,902 


9.46 


Mechanical 
Contractor: 


Sultan  Refrigeration  Service  Co, 
Cleveland,  Mississippi 


Included  in  General 


Electrical  Powell  Electric  Service  Co, 

Contractor:  Cleveland,   Mississippi 


Included  in  General 


Other: 


Totals: 


Furniture 


Year  Completed:  1957 

Source  of  Funds:         State  Building  Commission 


$        10,000 
$        52,296 


2.37 


12.40 


Principal  Use: 


President's  residence 
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Gross  Area 

1st  Floor  3,674  sq  ft 

2nd  Floor  sq  ft 

3rd  Floor  sq  ft 

Other  (Carport    580  sq  ft 

&  storage) 

Totals  4,254*  sq  ft 


TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 

PRESIDENT'S  HOME 
Floor  Plan  Footage 

Assignable  Area 

2,891      sq  ft 

sq  ft 

sq  ft 

580      sq  ft 

3,471      sq  ft 

Utilities 


Other 

Ar 

eas 

Circulation 

578 

sq  ft 

Custodial 

sq  ft 

Rest  Rooms 

205 

sq  ft 

Mechanical 

sq  ft 

783 

sq  ft 

HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CON  "OLS 

FOR 

BUILDING: 


Type:       Warm  air  unit  heater        No.  of  Units:        2 

Unit  Manufacturer:     Trane 

Electric  10  KW  #1  J 

Capacity  Each  Unit:  Input       160,000  BTU      Output      128,000  #2      ' 

Controls  Each  Unit: 

Type:      Direct  expansion  No.  of  Units:       2 

Unit  Manufacturer:     Trane 

Capacity  Each  Unit:     #1  30,000  BTU;  #2  60,000  BTU 

Controls  Each  Unit:      Low  voltage  (24  volts);  Honeywell 

Type:      Natural  gas  No.  of  Units:      1 

Unit  Manufacturer:       Day  and  Night 

Size:      50  Gallons  Gas  Burning  Capacity:       60,000 

Controls  Each  Unit: 

Type:      Low  voltage  (24  volts) 

Manufacturer:       Honeywell 


The  851  gross  square  footage  added  in  1968  not  included  in  the  original 
square  foot  cost. 


PRESIDEl^'S  HOME  (INCLUDING  CARPORT  AND  STCRAGEj 
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4  2  5  4     SQ  FT  TOTAL 
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REPAIRS,   RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 

PRESIDENT'S  HOME 


Sq  Ft 

Date 

Description 

Added 

Cost 

1960 

A  brick  patio  encompassing  851  square  feet  was  added 
across  the  back  of  this  home.     This  was  funded  out  of 

University  funds. 

$      1,120 

1968 

The  brick  patio  built  in  1960  was  enclosed  and  became 
a  large  den  or  garden  room  to  the  home  to  accommodate 
the  large  crowds  that  were  frequently  invited  to  the 
President's  home,  particularly  at  the  beginning  of  the 
new  school  year  and  during  the  Christmas  season. 
This  addition  of  851  square  feet  was  financed  out  of 

University  funds . 

851 

6,000 

1971 

Dr.  Aubrey  K.  Lucas  became  the  fourth  President  of 
Delta  State  University  during  this  year.     The  Presi- 
dent's home  was  completely  renovated,  modernized, 
and  adapted  to  a  family  with  four  children.     The  State 
Building  Commission  authorized  the  expenditures  for 

this  project. 

30,000 

1974 

For  added  privacy  and  to  accommodate  groups  outside 
the  home,  a  wood  fence  was  installed  circling  the 

yard  and  a  partition  was  added  out  of  university  funds. 

13,179 

1975 

Dr.  Kent  Wyatt  became  the  fifth  President  of  Delta 
State  University  this  year.     The  President's  home 
underwent  certain  minor  renovations  and  redecorating 
to  accommodate  family  living.     The  work  was  funded 

from  University  funds. 

5,600 

1979- 

During  the  fall  of  1979  and  the  summer  of  19'80,  Roy 

1980 

Collins  Construction  Co.  ,  Cleveland,   Mississippi, 
general  contractor,  was  employed  to  make  some 
changes  in  partition  walls  in  the  house,  add  needed 
closet  spaces,  recarpet  the  floor,  and  create  an  out- 
side patio  area  adequate  for  faculty  and  student 
entertainment.     This  project  was  funded  out  of 

University  funds. 

18,550 
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HISTORICAL  DATA  AS  OF  JANUARY  1      1982 
PRESIDENT'S  HOME 


Built  in  1956-1957,  the  President's  Home  was  first  occupied  by  President 
and  Mrs.  James  Milton  Ewing. 

The  home  was  designed  for  family  living  and  to  accommodate  family, 
faculty,  and  student  gatherings.    It  has  undergone  several  renovations  and 
decorations  to  accommodate  each  new  and  incoming  president  since  it  was 
built  in  1957;  namely,  Dr.  Aubrey  Keith  Lucas  in  1971  and  Dr.  Forest  Kent 
Wyatt  in  1975. 
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Architect: 


CAMPUS  RESIDENCE  #2 


Original  Data 


N.  W.  Overstreet 
Jackson,  Mississippi 


Total  Cost  Sg  Ft  Cost 


Unknown 


General  Oden  &  Glenn 

Contractor:  Hattiesburg,   Mississippi 


$     10,000 


$        5.19 


Mechanical 
Contractor: 


latum  Plumbing  &  Heating  Co, 
Cleveland,  Mississippi 


Unknown 


Electrical  Southern  Electric  Co. 

Contractor:  Hazelhurst,   Mississippi 


Unknown 


Other: 

Totals: 
Year  Completed:         1927 
Source  of  Funds:        State  Legislature  1926 


$     10,000 


5.19 


Principal  Use:  Campus  residence 

•k 

Inventory  value  as  established;  original  contract  amounts  unknown 
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TF.nHNTCAL  DATA  AS  OF  JANUARY  1,    1982 


Gross  Area 
1st  Floor  1,926      sq  ft 

sq  ft 

sq  ft 

sq  ft 


2nd  Floor 
3rd  Floor 
Other 
Totals 


1,926      sq  ft 


HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 

246 


CAMPUS  RESIDENCE  #2 

Floor  Plan  Footage 

Assignable  Area 

1,514      sq  ft 

sq  ft 

sq  ft 

sq  ft 

1,514      sq  ft 
Utilities 


Other  Areas 

Circulation           271  sq  ft 

Custodial                24  sq  ft 

Rest  Rooms              90  sq  ft 

Mechanical             27  sq  ft 

412  sq  ft 


Type:    Gas  unit  heater  No.  of  Units:  1 

Unit  Manufacturer:     Carrier 

Capacity  Each  Unit:    Input    120,000       Output       75,000 

Controls  Each  Unit:       Low  voltage  (24  volts) 

Type:      Direct  expansion  No.  of  Units:     1 

Unit  Manufacturer:      Carrier 

Capacity  Each  Unit:      4  Tons 

Controls  Each  Unit:     Honeywell  -  low  voltage 

Type:    Electrical  No.  of  Units:        1 

Unit  Manufacturer:    American  Standard 

Size:     40  gallons  Electrical  Capacity:    4,500  watts 

Controls  Each  Unit: 

Type: 

Manufacturer: 


4  2  0 


CAMPUS      RESIDENCE   *2 
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1,926    SQ    FT       TOTAL 


CARPORTS-  RESIDENCE      2 
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REPAIRS,   RENOVATIONS.  AND  ADDITIONS  AS  OF  JANUARY  1,    19S2 

CAMPUS  RESIDENCE  #2 


Date 


1948 


1963 


1968 


1973 


Description 


A  541  square  foot  garage  was  constructed  to  accommo- 
date the  needs  of  this  residence.     The  garage  was  so 
built  to  include  a  small  apartment  for  a  caretaker  to 
care  for  the  needs  of  the  home  then  occupied  by  Presi- 
dent and  Mrs.  W.   M,  Kethley.     Funds  were  made 
available  by  Delta  State  University. 

(This  unit  was  torn  down  in  1973  and  a  carport  and 
storage  room  was  built  in  its  place.) 

The  State  Building  Commission  authorized  the  Main- 
tenance Department  of  Delta  State  University  to  do 
some  repair  work,  plaster,  and  painting  on  this 
residence  and  Residence  #3.     The  total  cost  for  both 
houses  was  $   16,970,  with  half  applied  to  each 
residence . 

Funds  were  made  available  by  the  State  Building 
Commission  to  install  central  air  conditioning  and 
central  heating  in  this  residence,  then  occupied  by 
Dean  and  Mrs.  Jack  W.  Gunn. 

A  carport  and  storage  room  was  built  out  of  University 
funds  to  take  the  place  of  the  small  and  inaccessible 
garage  built  in  1948.     The  unit  was  designed  by 
Kennington,  Ltd.,  Architect,  Grenada,   Mississippi, 
to  accommodate  this  residence  and  the  one  next  door 
occupied  by  Mr.  and  Mrs.  Hugh  C.  Smith,  Financial 
Secretary  and  Business  Manager.     Construction  was 
by  Denton  Lumber  Co.  ,  Shelby,  Mississippi.    The 
project  was  funded  by  University  funds  with  one-half 
applied  to  each  residence. 


Sq  Ft 
Added 


Cost 


$      2,500 


8,485 


2,950 


3,500 
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HISTORICAL  DATA  AS  OF  JANUARY  1 ,    1982 
CAMPUS  RESIDENCE  #2 

This  campus  residence  was  designed  originally  as  a  home  for  the  president 
of  the  college.    It  was  one  of  the  buildings  constructed  from  the  $  170,000 
allocation  by  the  State  Legislature  in  1926  and  for  which  a  contract  was  let 
August  10,   1926,  for  a  girls'  dormitory,  a  temporary  gymnasium,  a  laundry,  and 
two  cottages.    This  home,  or  cottage,  was  built  in  the  tradition  of  its  day  having 
a  Spanish  flair  with  stucco  and  red  tile  roof.    This  cottage  served  as  a  resi- 
dence for  President  and  Mrs,  W.  M.  Kethley  from  occupancy  until  his  retire- 
ment in  1956.     President  and  Mrs.  Kethley  officially  opened  this  new  president's 
home  Thursday,  May  24,   1927,  with  a  four-course  dinner  party  for  members  of 
the  faculty. 

In  1956  ,  when  Dr.  James  M.  Ewing  became  President  of  Delta  State  Uni- 
versity, a  new  home  was  authorized  by  the  Board  of  Trustees,  Institutions  of 
Higher  Learning,  and  funded  by  the  State  Building  Commission,    The  new  home 
for  the  President  was  completed  in  1958,  at  which  time  the  former  "President's 
Home"  became  that  of  the  Dean  of  the  University, 

The  home  has  been  occupied  by  Dr.  and  Mrs.  T.  D.  Young,  Dr.  and  Mrs. 
James  H.  McLendon,  and  Dr.  and  Mrs.  Jack  W.  Gunn. 

In  1981  Dr.  Jack  W.  Gunn  retired  as  Dean  of  the  University  and  Dr.  and 
Mrs.  Michael  David  Robbins,  Executive  Assistant  to  the  President,  occupied 
the  home  since  the  newly  elected  Vice  President  for  Academic  Affairs,  Dr. 
Frank  McArthur,  having  been  offered  the  home,  chose  to  live  in  the  renovated 
Home  Management  House. 

Prior  to  the  completion  of  this  president's  home  on  the  campus,  both 
Presidents  J.  W.  Broom  and  W.  M.  Kethley  occupied  the  Cleveland  residence 
at  705  South  Court.    The  South  Court  residence  was  and  is  not  university 
property. 
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Architect: 


CAMPUS  RESIDENCE  #3 
Original  Data 


N.  W.  Overstreet 
Jackson,  Mississippi 


Total  Cost 


Unknown 


Sq  Ft  Cost 


General  Oden  &  Glenn 

Contractor:  Hattiesburg,  Mississippi 


7,000 


$        4.53 


Mechanical 
Contractor: 


Tatum  Plumbing  &  Heating  Co, 
Cleveland,  Mississippi 


Unknown 


Electrical  Southern  Electric  Co. 

Contractor:  Hazelhurst,  Mississippi 


Unknown 


Other: 

Year  Completed:         1927 

Source  of  Funds:        State  Legislature  1926 


$        7,000 


$        4.53 


Principal  Use:  Campus   residence 

* 

Inventory  value  as  established;  original  contract  amount  unknown 


TECHNICAL  DATA  AS  OF  JANUARY  1.    1982 


Gross  Area 
1st  Floor  1,687       sq  ft 


2nd  Floor 
3rd  Floor 
Other 
Totals 

HEAT 


sq  ft 
sq  ft 
sq  ft 


1,687       sq  ft 


CAMPUS  RESIDENCE  #  3 
Floor  Plan  Footage 

Assignable  Area 

1,416       sq  ft 

sq  tt 

sq  ft 

sq  ft 

1,416       sq  ft 

Utilities 


Other  Areas 

Circulation          108  sq  ft 

Custodial               46  sq  ft 

Rest  Rooms           117  sq  ft 

Mechanical    sq  ft 

271  sq  ft 

No.  of  Units:      1 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


Type:      Residence 

Unit  Manufacturer:      Carrier 

Capacity  Each  Unit:    Input      120,000      Output     75,000 

Controls  Each  Unit:      Honeywell  -  low  voltage  (24  volts) 

Type:      Direct  expansion  No.  of  Units:       1 

Unit  Manufacturer:      Trane 

Capacity  Each  Unit:      4  Tons 

Controls  Each  Unit:      Honeywell  -  low  voltage 

Type:      Electrical  No.  of  Units:         1 

Unit  Manufacturer:      Jackson 

Size:     50  gallons  Electrical  Capacity:    4,500  watts 

Controls  Each  Unit: 

Type: 

Manufacturer: 


The  61  gross  square  footage  added  in  1954  not  included  in  the  original  square 
foot  cost 
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1,687     SQ     FT    TOTAL 
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REPAIRS.   RENOVATIONS.  AND  ADDITIONS  AS  OF  JANUARY  1,    198  2 

CAMPUS  RESIDENCE  #3 


Date 


Description 


1948  A  small  one-car  garage  with  store  room,   located 

some  twenty  yards  from  the  residence,  was  built  by 
campus  labor  at  a  cost  of  approximately  $  800.     This 
structure  was  torn  down  in  1973. 

1954  A  small  bathroom  was  constructed  as  an  adjunct  to 

the  house  by  the  maintenance  personnel  of  the  campus. 
This  became  the  second  bathroom  in  the  house. 

1963  The  State  Building  Commission  authorized  the  Mainten- 

ance Department  of  Delta  State  University  to  do  some 
repair  work,  plastering,  and  painting  on  this  residence 
and  Residence  #2.  The  total  cost  for  both  houses  was 
$  16,970,  with  half  applied  to  each  residence. 

1968  Central  air  conditioning  and  central  heat,  funded  by 

the  State  Building  Commission,  was  installed  in  the 
house . 

1973  A  carport  and  storage  room  was  constructed  as  a  part 

of  the  total  facility  to  accommodate  the  needs  of  this 
residence  and  of  Residence  #2.     This  project  was 
funded  from  University  funds,  designed  by  Kennington, 
Ltd.  ,  Architect,  and  constructed  by  Denton  Lumber 
Co.  ,  Shelby,  Mississippi,  with  one-half  of  the  cost 
applied  to  each  residence. 

1979  During  the  summer  of  1979  and  on  into  the  spring  of 

1980,  Roy  Collins  Construction  Co.  ,  Cleveland,   Mis- 
sissippi, was  employed  to  do  restoration  work  within 
the  house  and  repainting. 


Sq  Ft 
Added 


61 


Cost 


$        800 


850 


8,485 


2,550 


3,500 


13,000 
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HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 
CAMPUS  RESIDENCE  #3 


Originally  built  as  a  home  for  the  academic  dean,  the  residence  was  first 
occupied  by  Dean  and  Mrs.  William  H.  Zeigel  and  then  later  by  Dean  and  Mrs, 
Joe  Farrar.     In  1960  the  residence  was  assigned  as  living  quarters  to  Mr.  and 
Mrs.  Hugh  C.  Smith,   University  Financial  Secretary  and  Business  Manager, 
who  currently  occupies  the  residence. 

The  residence  was  built  in  Spanish  design  of  stucco  and  a  red  tile  roof, 
compatable  with  the  residence  next  door.     The  red  clay  tile  roof  was  removed 
in  1960  and  replaced  with  a  much  lighter  asphalt  shingle. 

The  Spanish  decor  pronounced  in  the  architectural  design  of  this  building 
was  also  used  in  a  number  of  the  early  buildings  constructed  on  the  campus. 
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CAMPUS  RESIDENCE  #4  (Removed  from  campus,    1973) 
Origijnal  Dgta 

Total  Cost  Sg  Ft  Cost 


Architect: 


Unknown 


General 
Contractor: 


Unknown 


$       1,500' 


$        1.64 


Mechanical 
Contractor: 


Electrical 
Contractor: 


Other: 

Totals: 
Year  Completed:        Circa  1930 
Source  of  Funds:     YWCA,   University  funds 


$        1,500 


1.64 


Principal  Use:     Residence 

if 

Inventory  value  as  established;  original  contract  amount     unknown 


TECHNICAL  DATA 


Gross  Area 


1st  Floor 
2nd  Floor 
3rd  Floor 
Other 
Totals 

HEAT 


917      sq  ft 

sq  ft 

sq  ft 

Porches    sq  ft 

917      sq  ft 


CAMPUS  RESIDENCE  #  4    (Removed  from  campus,    1973) 
Floor  Plan  Footage 

Other  Areas 

Circulation             28  sq  ft 

Custodial  sq  ft 

Rest  Rooms  sq  ft 

Mechanical     sq  ft 


Assignable  Area 

649      sq  ft 

sq  ft 

sq  ft 

192      sq  ft 


841       sq  ft 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


Utilities 


Type:      Open  gas  heaters 
Unit  Manufacturer: 
Capacity  Each  Unit:     Input 
Controls  Each  Unit: 
Type:      Window  units 
Unit  Manufacturer: 
Capacity  Each  Unit: 
Controls  Each  Unit: 
Type: 
Unit  Manufacturer 


No.  of  Units: 


Output 


No.  of  Units: 


No.  of  Units: 


Size: 

Controls  Each  Unit: 

Type: 

Manufacturer:. 


Gas  Burning  Capacity: 


76      sq  ft 
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CARE     TAKER'S   HOME 

(CAfAPUS  RESIDENCE   ^4  j 


BED  RM 


BATH 

48 


HALL 
28 


LIVING      RM 

233 


BED  RM 

132. 


KIT. 
I2B 


PORCH 
78 


917  SQ  FT    TOTAL 
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HISTORICAL  DATA 


CAMPUS  RESIDENCE  #4     (Removed  from  campus,    1973) 


This  wood  frame  building,   originally  smaller,  was  planned  and  built  as  a 
"Y  Hut"  with  funds  collected  by  YWCA  members  under  the  direction  of  Etta 
Frances  Eckles  (Pace),  Sponsor.     As  the  institution  grew,  a  band  was  organi- 
zed and  used  the  "Y  Hut"  for  rehearsal.    Along  the  way  as  the  YWCA  waned, 
the  University  took  over  the  building  and  its  functions  changed.     Later  the 
building  was  partitioned  and  used  as  the  NYA  headquarters  on  the  campus. 

In  1949,  the  building  was  moved  from  the  present  laundry  site  (1981)  to 
the  then  maintenance  and  shop  area  and  converted  to  a  small  wood  frame 
campus  residence  occupied  by  Mr.  and  Mrs.  Willie  Berry.     Mr,  Berry  was 
grounds  caretaker  until  he  retired. 

The  building  was  then  occupied  by  Mr.   Homer  Benton,  first  campus 
security  officer,  for  a  short  while  before  being  bid  off  and  removed  from  the 
campus  to  make  the  site  available  for  a  new  campus  health  care  facility. 


The  "Y  Hut,"  the  Smaller  Original  Building 


^';i%^Wfr 


&-"-A.-  ■    ;:.■■■ 
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CAMPUS  RESIDENCES 


300  Shumate  Circle  -  1969 
$   10,926  -  1,000  square  feet 


314  Shumate  Circle  -  1970 
$  6, 141  -  900  square  feet 


300  McClain  Avenue  -  1971 
$  16,000  -  1,200  square  feet 


301  Shumate  Circle  -  1972 
$   16,000  -    1,100  square  feet 


CAMPUS  RESIDENCES 

Four  residences  located  just  north  of  the  main  campus,  three  of  which 
occupy  corner  lots  bordering  Highway  #8,  were  purchased  in  order  to  main- 
tain control  over  the  property.     University  ownership  prevents  the  possibility 
of  these  areas  being  classified  as  commercial,  becoming  speculative,  and 
thereby  opening  the  way  for  the  construction  of  service  stations,  food  stands, 
apartment  houses,  et  cetera  . 
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HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 
CAMPUS  RESIDENCES 


In  the  future  it  is  hoped  that  the  balance  of  the  residences  located 
along  Shumate  Circle  and  McClain  Avenue  may  be  purchased  through  the 
help  of  the  State  Legislature  by  Delta  State  University  thereby  tying 
this  property  to  Delta  State  University-owned  athletic  facilities  to  the 
north  as  well  as  to  the  main  quadrangle  to  the  south.     Ownership  of  this 
property  by  Delta  State  University  would  give  opportunity  to  extend  the 
quadrangle  to  the  north  thereby  opening  up  building  sites  on  either  side 
for  academic  expansion  in  the  years  ahead. 

Funds  for  the  purchase  of  the  four  residences  and  lots  identified  were 
made  available  out  of  Delta  State  University  reserve  fund  accumulations. 
Currently  these  homes  are  rented  by  faculty  and  staff  members. 
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Architect: 


TAYLOR  HALL  (Demolished,    1974) 
Original  Data 


L.   M.  Weathers  Co. 
Memphis,  Tennessee 


Total  Cost 


Unknown 


Sa  Ft  Cost 


General  Nott  and  Ward  Lumber  Co, 

Contractor:  Cleveland,  Mississippi 


$     14,040 


1.17 


Mechanical 
Contractor: 


Included  in  General 


Electrical 
Contractor: 


Included  in  General 


Other: 

Totals: 
Year  Completed:        1912 
Source  of  Funds: 


Principal  Use: 


Women's  residence  hall 


$      14,040' 


Represents  one  half  of  the  contract  of  $  28,080.44  awarded  in  1914  for 
the  construction  of  Taylor  and  Hardee  Halls . 


1.17 


TECHNICAL  DATA 


Gross  Area 


TAYLOR  HALL      (Demolished,   1974) 
Floor  Plan  Footage 

Assignable  Area 


1st  Floor 
2nd  Floor 
3rd  Floor 
Other 
Totals 

HEAT 


4,092  sq  ft 

4,011  sq  ft 

3,889  sq  ft 

sq  ft 


3,108  sq  ft 

2,524  sq  ft 

2,871  sq  ft 

sq  ft 


11,992      sq  ft 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


8,503      sq  ft 
Utilities 


Other  Areas 

Circulation      2,272  sq  ft 

Custodial  106  sq  ft 

Rest  Rooms       1,039  sq  ft 

Mechanical  72  sq  ft 

3,489  sq  ft 


Type:  Central  heating  plant,    steam     No.  of  Units: 
Unit  Manufacturer: 


Output 


No.  of  Units: 


Capacity  Each  Unit:      Input 

Controls  Each  Unit: 

Type: 

Unit  Manufacturer: 

Capacity  Each  Unit: 

Controls  Each  Unit: 

Type:      Natural  gas  No.  of  Units:       1 

Unit  Manufacturer:      Booster 

Size:     90  gallons  Gas  Burning  Capacity:     135,000  BTU 

Controls  Each  Unit: 

Type:    None 

Manufacturer: 


TAYLOR        HALL 

FIRST        FLOOR 

AO'^Z  iQff 
AS    THE    lA/rir./At;,  r 


/i.ltZ   M  rf  fofAL 
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TAYLOR    HALL 
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REPAIRS,   RENOVATIONS,  AND  ADDITIONS 


TAYLOR  HALL      (Demolished,    1974) 


Description 


Sq  Ft 
Added 


Cost 


The  State  Building  Commission  under  HB  722,   Laws  of 
1948,  authorized  funds  to  convert  the  first  floor  of 
Taylor  Hall  to  use  as  an  infirmary  with  the  second  and 
third  floors  for  women's  houssng. 

The  renovation  also  included  rewiring  of  the  building, 
new  plumbing,  floor  sanding,  redecoration,  and 
tying  the  exterior  walls  together  by  running  metal  tie 
rods  through  the  building  in  order  to  prevent  further 
bulging  of  these  walls.     Mr.  Glen  Roberts,  Cleveland, 
Mississippi,  did  most  of  the  work  with  Morris  Tharp 
Plumbing  Co.,  Cleveland,  Mississippi,  doing  the 
plumbing  and  Mr.  Joseph  A.  Wilson  and  the  campus 
maintenance  crew  assisting. 

Concrete  stairs  leading  up  each  end  to  each  floor  of 
the  building  were  constructed  by  Wright  &  Maugh 
Construction  Co .  ,   Leland,   Mississippi,  doing  the 
work  with  Biggs,  Weir,  Neal  and  Chastain,   Jackson, 
Mississippi,   the  architects. 

These  stairs  were  authorized  by  the  State  Building 
Commission  to  help  eliminate  the  fire  hazzard 
created  by  an  old  and  three  story  building  with  one 
stair  well  in  the  center  of  the  building. 


$      40,000 


6,000 
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Fire  Escapes  Were  Added  to  Taylor  Hall 


^ 


Hi 


Mr.  and  Mrs.  biarkey  C.  Taylor 


HISTORICAL  DATA 

TAYLOR  HALL       (Demolished,    19  74) 

Taylor  Hall,  donated  by  Bolivar  County  and  the  City  of  Cleveland  in  1925, 
was  one  of  three  original  brick  buildings  that  once  comprised  the  Bolivar 
County  Agricultural  High  School.    When  the  University  opened  in  the  fail  of 
1925,  the  two  agricultural  high  school  dormitories  and  the  one  classroom- 
administration  building  constituted  the  entire  college  plant. 

This  structure  carried  the  name  of  late  Cleveland  citizens,  Mr.  and  Mrs. 
Starkey  C.  Taylor.     The  Taylors,  who  came  to  Cleveland  with  little  of  worldly 
goods,  rose  to  affluence  through  lands  and  farming.     Financial  adversities 
and  their  generosity  later  resulted  in  Mr.   Taylor  going  broke.     Their  personal 
concern  for  the  welfare  of  their  fellow  citizens  were  remembered.     The  name 
Taylor  Hall  is  a  token  of  the  love  and  esteem  of  the  community  they  served. 
The  name  was  retained  when  the  building  became  a  part  of  Delta  State  University 

In  the  first  year  of  the  University,   Taylor  Hall  served  as  the  residence 
hall  for  women  students  and  housed  the  kitchen  and  family-style  dining  room 
on  the  ground  floor.     On  Sunday  mornings  the  college  cooks  gathered  on  the 
northwest  side  of  the  building  to  hand-freeze  home-made  custard  ice  cream 
for  Sunday  dinner.     Through  the  years  this  building  served  in  numerous  capa- 
cities, among  which  were  the  bookstore,  grill  and  post  office,  a  residence 
for  faculty  women,  home  of  the  science  laboratories,  quarters  for  the  student 
government  officers,  the  infirmary,   the  nursery  school,  and  before  being  de- 
molished in  1974  the  second  and  third  floors  housed  faculty  offices  for  the 
School  of  Education.    Its  deplorable  condition  finally  resulted  in  its  being  torn 
down  during  the  summer  of  1974.     Four  thousand  of  the  exterior  brick  were 
salvaged  from  Taylor  Hall,   Hardee  Hall,  and  the  Hill  Demonstration  School 
building  and  kept  to  be  placed  in  some  future  campus  structure  as  a  remem- 
brance of  these  buildings  and  their  influence  on  Delta  State  University  for 
some  sixty-two  years. 

In  1979,  with  the  renovation  of  the  old  central  heating  plant  into  the  Lena 
Roberts  Sillers  Chapel,  a  number  of  these  bricks  were  used  in  constructing 
the  patio  and  garden  surrounding  this  facility.    In  1981,  the  balance  of  these 
bricks  were  used  to  encircle  the  two  oak  trees  in  front  of  Ward  Hall  as  part 
of  a  patio  arrangement  for  the  convenience  of  students. 

Through  the  courtesy  of  Harry  M.  Ward,  Jr.  ,  in  1981  Delta  State  Univer- 
sity came  into  possession  of  the  contract  dated  May  22,   1914,  for  the  con- 
struction of  the  two  agricultural  high  school  dormitories,  one  of  which  was 
Taylor  Hall.     A  copy  of  this  contract  is  included  in  the  history  of  the  other 
dormitory,  Hardee  Hall.     The  contract  provides  historical  information  ana 
provides  interesting  contrasts  with  today's  costs  and  practices. 
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This  cast   stone  cherub,    dubbed 
"Little  Squirt"    was  presented  in   the 
late  fifties  by  a   senior  class  of  which 
Mr.    H.    L.    Nowell   of   the  Delta  State 
staff  was   sponsor.      Installed  in  a 
pool    to   the  rear  of  Taylor  and  Hill   Halls, 
the  statue  became   the  center  of  con- 
troversy because  of  its  scanty  costume. 
One  morning  in   the  mid-sixties   the 
cherub  was  found  broken  in  bits.      The 
pieces  remain  stored  in  a  campus 
warehouse. 


Architect: 


WARD  HALL 


Original  Data 


C.  H.  Lindsley 
Jackson,  Mississippi 


Total  Cost 


Unknown 


Sq  Ft  Cost 


General 
Contractor: 


Currie  &  Corley 
Raleigh,  Mississippi 


$167,124^ 


$     11.21 


Mechanical 
Contractor: 


S.  S.  Richard 
Franklin,   Louisiana 


Unknown 


Electrical  Southern  Electric  Co. 

Contractor:  Hazelhurst,  Mississippi 


Unknown 


$   167,124 


$      11.21 


Other: 

Totals: 
Year  Completed:  1929 

Source  of  Funds:         State  Legislature    1928 
Principal  Use:  Women's  residence  hall 

Initial  inventory  value  as  established.     Original  contract  amounts  unknown. 


1st  Floor 
2nd  Floor 
3rd  Floor 
Other 
Totals 

HEAT 


TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 
WARD  HALL 
Floor  Plan  Footage 
Gross  Area  Assignable  Area 

3,724      sq  ft 

3,856      sq  ft 

1,902      sq  ft 

sq  ft 


Other  Areas 


5,931  sq  ft 

5,950  sq  ft 

3,887  sq  ft 

sq  ft 


14,768      sq  ft 


9,482      sq  ft 


Circulation      3,306  sq  ft 

Custodial  256  sq  ft 

Rest  Rooms       1  ,724  sq  ft 

Mechanical sq  ft 

5,286  sq  ft 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


Utilities 


Type:      Gas  hot  water  No.  of  Units:        1 

Unit  Manufacturer:    Cleaver  Brooks 

Capacity  Each  Unit:     Input    900,000        Output        720,000 

Controls  Each  Unit:         Honeywell 

Type:       Direct  expansion  No.  of  Units:  2 

Unit  Manufacturer:         Trane 

Capacity  Each  Unit:  15  Tons  each 

Controls  Each  Unit:         Pneumatic 

Type:         Natural  gas  No.   of  Units:        1 

Unit  Manufacturer:       Ray  Pak 

Size:   100  Gal  hour         Gas  Burning  Capacity:       266,900  BTU 

Controls  Each  Unit:     Honeywell 

Type:       Pneumatic 

Manufacturer:        Johnson  Control  Company 


272 


WA-RD     HALL 


m 

I         it2»  BEDRM 


BATH 

'30 


-.'dn 


-^m 


BEDRM 

■"       207" 


PED   «» 

2  DO*- 


BATH 


BEDRM  I      BED 


^     r 

^         HiLL      I 


HSLL  Tf^: 


BED  RM 


3  RM     EfE      I -J' 


MALL 
33' 


»    I         REC 


p  (C 

•• 

l_ 

^ 

^ 

_, 

,   k_ 

-•     e 

Q          b 

^ 

^d 

,;  = 

^  2  ^ 

FIRST     FLOOR 

5S3I     6(3    FT 


r 

I 

^ 

^ 

F  BED  RM 

CL 

^ 

L 

'..Z' 

_i. 

?■" 

^2 

^  janY     * 


23 
^0  3* 


SECOND      FLOOR 

5.'=15"0     ia     FT 


COMFO    ROOF 


1-4 ,768    AQ  FT      fofAL 


1 

'r 

BED  RM 

1 

BATH 

•44. 

H 

J 

-■3. 

iji 

CL 

1 

:?" 

CL 

L 

_       ^ 

J 

L 

E 


BED  RM 

37^  = 


THIRD   FLOOR 


'  p- 

■~ 

—  = 

^ 

; 

^~ 

H 

-     —iJ 

-1 

COMPO    ROOF 

M 

J          - 

BEO  RM   _ 

- 

r= 

•10 
8^  = 

»4- 

J 

273 

REPAIRS,   RENOVATIONS.  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 


WARD  HALL 


Date 


Description 


1952        Mr.  Joseph  A,  Wilson,  Superintendent  of  Delta  State 

University  Buildings  and  Grounds,  along  with  Mr.  Sam 
Hunt,  campus  electrician,  rewired  Ward,  Cleveland, 
Scott,  and  Broom  Halls  during  1952-53  by  removing 
#14  wire  and  replacing  it  with  #10  and  #12  wire  and 
installing  new  panel  holes. 

The  job  was  done  as  a  part  of  campus  maintenance  work 
The  insulation  on  the  copper  wire  that  was  pulled  out 
was  burned  off,  and  the  copper  sold  to  Brown  Scrap 
Metal  Co.  ,  Cleveland,  Mississippi,  for  more  than 
enough  money  to  pay  for  the  new  wire  and  panels. 

During  the  same  period,  the  third  floor  of  Ward  Hall 
was  partitioned  off,  made  into  separate  rooms  with 
bath  tubs  installed. 

1969        The  State  Building  Commission  authorized  funds  to 

centrally  air  condition  and  heat  Ward  Hall  and  Cleve- 
land Hall.     This  installation  cut  the  heating  of  these 
buildings  away  from  the  Central  Heating  Plant.     Mr. 
William  Lambert,  engineer  representing  the  State  Build- 
ing Commission,  designed  the  system.     J.  M.  Rose 
Plumbing  and  Heating  Co.  ,  Greenwood,  Mississippi, 
installed  the  system.     One  half  of  the  cost  is  recorded 
in  the  Cleveland  Hall  project. 

1971        The  State  Building  Commission  authorized  funds  to 

renovate  and  modernize  all  the  bath  and  toilet  facilities 
throughout  the  building  by  installing  ceramic  tile  and 
new  fixtures.     Koestler  Tile  Co.  ,  Greenville, 
Mississippi,  made  the  installation. 

Roof  repairs  to  the  flat  roofs  over  the  two  wings  of 
Ward  I'c  11  were  authorized  by  the  State  Building  Com- 
mission :n  1971,     Delta  Roofing  Co.,  Cleveland, 
Mississippi,  did  the  work. 


Sq  Ft 
Added 


Cost 


$  53,305 


50,000 


1,900 
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REPAIRS,   RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  I.    1982 

WARD  HALL 


Date 


Description 


Sq  Ft 
Added 


Cost 


1981  Delta  State  University  furnished  funds  necessary  to 

install  brick  seating  and  planting  area  around  two 
oak  trees  located  just  in  front  of  Ward  Hall.     A 
significance  of  the  installation  was  using  the  original 
brick  that  came  out  of  the  demolition  of  Hardee  and 
Taylor  Halls,  built  in  1914  and  demolished  in  1973 
and  1974. 


950 
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Dr,  Benjamin  Franklin  Ward 


HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 
WARD  HALL 


Ward  Hall  honors  the  late  Dr,  Benjamin 
Franklin  Ward  of  Winona,  Mississippi.     Dr.  Ward 
was  a  country  doctor  with  advanced  ideas  for  his 
day. 

Dr.  Ward  was  born  in  South  Carolina  in  1835 
and  moved  to  Mississippi  in  1846.     He  attended 
school  only  a  few  short  years  and  was  mostly 
self-educated.    After  teaching  school  briefly  in 
Carroll  County  he  attended  medical  school  in  New 
Orleans  and  Atlanta.     He  graduated  in  1859  and 
opened  medical  practice  in  Montgomery  County. 
At  the  outbreak  of  the  Civil  War,  he  enlisted  as  a 
private  in  1861  and  was  soon  commissioned  as  a 
surgeon  and  later  promoted  to  brigade  surgeon  in 
the  J.  R.  Davis  Brigade.     Dr.  Ward  was  captured 
at  Gettysburg  and  spent  several  months  in  prison 
before  being  exchanged.     He  surrendered  with 
General  Lee  at  Appomattox, 


Considered  to  be  one  of  Mississippi's  best  orators.  Dr.  Ward  was  called  on 
frequently  to  dedicate  Confederate  monuments  and  to  lecture  at  colleges  both  in 
and  out  of  the  state.     He  was  prolific  writer  of  poetry  and  wrote  and  lectured 
profusely  on  medical  and  other  subjects.     Dr.  Ward  never  ran  for  public  office 
but  was  active  in  politics.     He  was  a  close  friend  of  Governor  Vardaman.     His 
home  in  Winona  was  frequently  visited  by  the  great  and  "would  be  great"  in 
political  circles.     Dr.  Ward  served  terms  as  President  of  the  State  Medical 
Association  and  also  of  the  State  Board  of  Health.    Other  honors  included  the 
dedication  of  a  women's  residence  hall  in  his  name  in  1923  at  the  University  of 
Mississippi . 

Dr.  Ward  died  at  the  age  of  85  in  1920. 

Ward  Hall  was  erected  with  funds  appropriated  by  the  Legislature  of  1928 
and  was  a  three-story  structure  built  to  house  eighty  freshmen  women.  The 
general  style  of  the  building  shows  an  Italianate  Renaissance  influence.     Under- 
neath the  original  red  tile  roof  is  a  vintage  border  of  colored  decorative  stone. 
Stone  in  b^;s-relief  is  used  over  the  arched  doors  and  windows  on  the  front  of  the 
building.     Due  to  excessive  maintenance  requirements,  the  red  tile  roof  was 
removed  in  1966  and  was  replaced  with  a  325  pound  asphalt  red  shingle  roof. 
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HISTORICAL  DATA  AS  OF  JANUARY  1  .    1982 


WARD  HALL 


The  Honorable  E.   H, 
dress  December  13,   1929. 


Green  of  Cleveland  delivered  the  dedication  ad- 


With  the  construction  of  Lawler-Harkins  dormitory  for  women  completed  in 
1969,  Ward  Hall  was  converted  to  use  as  an  office  building  occupied  primarily 
by  the  faculty  of  the  School  of  Education.     The  first  floor,   east  wing,  was  used 
by  Campus  Security,  and  the  second  floor,   east  wing,  was  utilized  by  Health 
Services . 

With  the  completion  of  J.  M.  Ewing  Hall  in  1978  and  the  School  of  Educa- 
tion faculty  moving  into  this  new  facility.  Ward  Hall  was  refurbished  and 
reverted  back  to  its  original  use  as  housing  for  women  students  commencing 
with  the  fall  term  1979. 

In  September  1981  the  two  oak  trees  in  front  of  Ward  Hail  were  surrounded 
by  brick  to  create  leisure  seating  for  students  around  one  tree  and  a  planting 
area  around  the  other.    The  brick  used  for  this  installation  came  from  those 
retrieved  from  the  demolition  of  Hardee  and  Taylor  Halls  built  in  1914  and 
demolished  in  1973  and  1974. 
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Ward  Hall 
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Architect: 


HUGH  L.  WHITE  HALL 


Original  Data 


Johnson,   Jones  &  Reynolds 
Starkvilie,   Mississippi 


Total  Cost 


$     17,54E 


Sq  Ft  Cost 
$        1.25 


General  M.   T.  Reed  Construction  Co. 

Contractor:  Jackson,  Mississippi 


$227,452  $      16.29 


Mechanical 
Contractor: 


R.N.   McElroy  Co. 
Meridian,  Mississippi 


Included  in  General 


Electrical  Hall  Electric  Co. 

Contractor:  Belzoni,   Mississippi 


Included  in  General 


Other:  Athletic  field ,  boiler  room,  and 

refabrication  of  steel  stands,   lights,  $    65,000  $       4.66 

and  poles 
Totals:  $  310,000  $      32. 20 

Year  Completed:  1952 

Source  of  Funds:         State  Legislature  and  Delta  State  dormitory  reserve  funds 


Principal  Use:  Men's  residence  hall 
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TECHNICAL  DATA  AS  OF  JANUARY  1  ,    1982 


Gross  Area 

1st  Floor  7,  177      sq  ft 

2nd  Floor         6,785      sq  ft 

sq  ft 
sq  ft 


3rd  Floor 

Other 

Totals 

HEAT 


13,962      sq  ft 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


HUGH  L.  WHITE  HALL 

Floor  Plan  Footage 

Assignable  Area 

4,109       sq  ft 

4,153       sq  ft 

sq  ft 

sq  ft 

8,762       sq  ft 
Utilities 


Other  Areas 

Circulation      3,991  sq  ft 

Custodial  349  sq  ft 

Rest  Rooms  860  sq  ft 

Mechanical    0  sq  ft 

5,200  sq  ft 


Type:     Gas  hot  water  No.  of  Units:       2 

Unit  Manufacturer:     Bryant 

Capacity  Each  Unit:    Input     1,110,000  BTU      Output     888,000 

Controls  Each  Unit:     Honeywell  -  Barber  Coleman 

Type:      Chiller  No.  of  Units:      1 

Unit  Manufacturer:      Chrysler 

Capacity  Each  Unit:    30  Tons 

Controls  Each  Unit:    Honeywell  electric 

Type:  Natural  No.  of  Units:        2 

Unit  Manufacturer :      Raypak 

Size:   160  Gal  hr  each   Gas  Burning  Capacity:     199,800  each 

Controls  Each  Unit:    Honeywell  Thermostat 

Type:      Pneumatic 

Manufacturer:      Barber  Coleman 


HUGH      WHITE     HALL 
STADIUM  —  DORMITORY 


13,962     SQ     FT     TOTAL 
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REPAIRS,   RENOVATIONS,  AND  ADDITIONS  AS  OF  TANUARY  1,    1982 


HUGH  L.   WHITE  HALL 


Date 


Description 


Sq  Ft 
Added 


Cost 


1952  The  State  Building  Commission  authorized  additional 

funding  to  build  room  clothes  closets  in  each  room  of 
the  dormitory.     Closets  were  left  out  of  the  original 
general  construction  contract  due  to  shortage  of  funds 
at  the  time  of  the  award. 

1967  The  State  Building  Commission  authorized  Wm.  H. 

Lambeth,  engineer  for  the  Commission,  to  design  a 
central  air  and  heating  system  for  the  dormitory.     The 
contract  was  awarded  to  J.   M.  Rose  &  Sons, 
Greenwood,   Mississippi. 

1973-7^      Hugh  L.  White  Hall  underwent  a  complete  renovation 
by  allocations  from  the  State  Building  Commission 
under  HB  1275,   Laws  of  1973,   HB  956,   Laws  of  1974, 
and  HB  1504,   Laws  of  1975.     Renovation  included 
built-in  furniture,  new  baths  and^showers,  replacing 
the  exterior  brick  wall  across  the  front  of  the  building, 
carpeting  throughout,  and  redecorating.     Carothers 
and  Carothers,  Water  Valley,   Mississippi,  was  the 
general  contractor.     Kaplan  &  Oakman,  Greenville, 
Mississippi,  were  the  architects. 


$     18,000 


28,590 


372,407 


HISTORICAL  DATA  AS  OF  JANUARY  1  ,    1982 


HUGH  L.   WHITE  HALL 


This  building  was  referred  to  as  the 
"Stadium  Dormitory"  from  its  construction  in 
1952  until  its  dedication  on  December  10, 
1970,  as  Hugh  L.  White  Hall. 

The  Honorable  Hugh  L.  White  was  from 
Columbia,  Mississippi.     He  served  as  Gover- 
nor of  the  State  of  Mississippi  from  1952-1956. 
He  was  the  father  of  the  BAWI  (Balance  Agri- 
culture with  Industry)  Program  for  Mississippi. 

Hugh  L.  White  Hall  was  the  result  of  an 
appropriation  in  1952  for  a  stadium-dormitory 
project.    It  was  intended  that  a  football 
stadium  be  a  part  and  attached  to  the  dormi- 
tory.    Funds  did  not  allow  a  complete  project, 
resulting  in  only  a  dormitory.     However,  the 
original  allocation  did  allow  for  the  moving 
of  the  football  field  to  an  east-west  location 
to  the  east  of  the  dormitory,  plus  the  moving 

and  refabrication  of  the  old  metal  light  standards,  light  fixtures,  and  metal 
stands.  A  boiler  room  isolated  from  the  dormitory  was  constructed  in  a  new 
location. 


Hugh  L.  White 


In  finding  sufficient  dirt  to  build  the  football  field,  and  not  having  funds 
to  purchase  the  dirt,  the  contractor  was  authorized  to  move  10,000  cubic 
yards  of  dirt  from  the  adjoining  golf  course.     This  excavated  area  has  been  the 
dumping  ground  through  the  years  for  any  surplus  dirt,  gradually  bringing  it 
back  to  its  original  height. 

The  forty-eight  room  dormitory  has  been  occupied  by  athletes  since  its 
completion. 
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Heating  System  serving  Hugh  L.  White  Hall 


2  84 


Architect: 


WHITTINGTON-WILLIAMS  HALL 


Original  Data 


Biggs,  Weir  &  Chandler 
Jackson,  Mississippi 


Total  Cost 


$    19,072 


Sg  Ft  Cost 
$  .95 


General 
Contractor: 


Bass  Construction  Co, 
Jackson,   Mississippi 


$196,669 


$       9.71 


Mechanical 
Contractor: 


Walsh  Plumbing  &  Heating  Co, 
Jackson,   Mississippi 


$    82,126 


$       4. OS 


Electrical  Warren  Electric  Co. 

Contractor:  Senatobia ,   Mississippi 


$    22,612 


$       1.13 


Other: 


Totals: 


Furniture 


Year  Completed:  1960 


$  50,240 
$370,719 


$       2.50 


$     18.44 


Source  of  Funds: 


Federal  Government  HHFA  Revenue  Bonds,  original  issue 
1959,  reissued  1970  as  Series  #  RIA;  State  Building 
Commission  for  furniture 


Principal  Use: 


Men's  residence  hall 


TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 


Gross  Area 
1st  Floor         11,231      sq  ft 
8,868      sq  ft 
sq  ft 
sq  ft 


2nd  Floor 
3rd  Floor 
Other 
Totals 


WHITTINGTON -WILLIAMS  HALL 
Floor  Plan  Footage 
Assignable  Area 
7,944      sq  ft 
6,955      sq  ft 
sq  ft 
sq  ft 


20,099      sq  ft 


14,899      sq  ft 
Utilities 


Other  Areas 

Circulation    3,444  sq  ft 

Custodial  132  sq  ft 

Rest  Rooms         732  sq  ft 

Mechanical        892  sq  ft 

5,200  sq  ft 


HEAT 


No.  of  Units:     2 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


Type:      Hot  water  boiler 

Unit  Manufacturer:      Rite 

Capacity  Each  Unit:    Input     900,000       Output    720,000 

Controls  Each  Unit:      Thermostat,  electric 

Type:     Chilled  water  No.  of  Units:        1 

Unit  Manufacturer:         Trane 

Capacity  Each  Unit:      60  Tons 

Controls  Each  Unit:      Johnson  Control  Company   -  pneumatic 

Type:      Natural  gas  No.  of  Units:      3 

Unit  Manufacturer:      Day  and  Night 

Size:     100  Gal  each       Gas  Burning  Capacity:      220,000  BTU 

Controls  Each  Unit:       Honeywell 

Type:      Pneumatic 

Manufacturer:      Johnson  Control  Company 


WHITTINGTON    -WILLIAMS     HALL 


SCALE 


20,099     SO    FT     TOTAL 
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WHITTINGTON-  WILLIAMS        HALL 
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REPAIRS,   RENOVATIONS.  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 
WHITTINGTON-WILLIAMS  HALL 


Date 


Description 


Sq  Ft 
Added 


1979  The  State  Building  Commission  under  SB  3037,  Laws 
of  1979,  authorized  the  re-roofing  of  the  connecting 
area  over  the  lobby  of  Whittington-Williams  dormitory, 
Coating     Application  &  Waterproofing  Co.  ,   St, 
Louis,   Missouri,  made  the  installation.     Brewer  & 
Godbold,  Associates,  Clarksdale,   Mississippi,  were 
the  engineers.     Work  was  completed  in  1980. 

1980  The  State  Building  Commission  under  SB  3048,   Laws 
of  1980,  authorized  the  complete  re-roofing  of 
Whittington-WilLiams  dormitory.     Coating  Application 
&  Waterproofing  Co.,  St.   Louis,   Missouri,  made  the 
installation.     Brewer,  Godbold,  Hansen  and  Dickson, 
Clarksdale,   Mississippi,  were  the  architects  and 
engineers.     Work  was  completed  in  1981. 


Cost 


$     6,809 


23,202 


HISTORICAL  DATA  AS  OF  JAIMULRY  1,    1982 


WHITTINGTON-WILLIAMS  HALL 


Whittington  Wing  of  Whittington-Williams 
Hall  is  named  in  memory  of  William  Madison 
Whittington,  a    state      Senator  during  the  early 
1920s  from  Greenwood,   Mississippi,  and  a 
Congressman  from  the  Third  Congressional  Dis- 
trict for  thirteen  consecutive  terms,   March  4, 
1925,  to  January  3,    1951.     Congressman  Whit- 
tington was  considered  a  specialist  in  flood 
control. 

The  Williams  Wing  is  named  in  l-ionor  of  the 
late  Professor  Wirt  Alfred  Williams,  teacher  of 
history  and  Head  of  the  Department  of  Social 
Sciences  at  Delta  State  University  from  the 
opening  of  the  institution  in  1925  until  his 
retirement  in  1954. 


Whittington-Williams  Hall  was  dedicated  on 
January  19,    1961,  as  Caylor-Williams  Hall, 
William  Madison  Whittington    honoring  Dr.  R.   L.   Caylor,   Head  of  the  Science 

Department  at  Delta  State  University  for  twenty- 
one  years,  and  Dr.  Wirt  A.  Williams.     When  a 
new  science  building  was  constructed  in  1970- 
1971,  the  R.   L.  Caylor  moved  to  the  science 
facility.     It  was  at  this  time,  December  10, 
1970,  that  the  Whittington  Wing  was  so  named 
and  dedicated . 


Whittington-Williams  Hall  houses  128  men 
in  sixty-four  rooms.     The  dormitory  is  of  con- 
crete and  masonry  construction.     Connecting  the 
wings  is  a  spacious  and  well  appointed  lobby 
and  a  four-room  apartment  for  the  supervisor. 
Whittington-Williams  Hall,  along  with  Cain- 
Tatum  Hall  and  Married  Student  Housing  west  of 
the  Young-Mauldin  Cafeteria,  was  one  of  the  first 
dormitories  built  on  the  campus  of  Delta  State 
University  from  Federal  Government  issued  Revenue 
Bonds,  bearing  3%  annual  interest  over  a  40-year 
payment  period. 


Wirt  Alfred  Williams 
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Architect: 


WOOLFOLK  HALL 
Original  Data 


U.S.  Government  Navy  Barracks 
World  War  II,  Surplus  Property 


Total  Cost 


Sa  Ft  Cost 


General 
Contractor: 


Mechanical 
Contractor: 


Erected  by  Delta  State  Maintenance        $      59,310 
Department  under  supervision  of  Mr. 
Joseph  A.  Wilson,  Superintendent 


5.77 


Included  in  General 


Electrical 
Contractor: 


Included  in  General 


Other: 

Totals: 
Year  Completed:         1946 
Source  of  Funds:        State  Building  Commission 


$     69,310 


$         5.77 


Principal  Use:  Men's  residence  hall 
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TECHNICAL  DATA  AS  OF  JANUARY  1  ,    1982 


Gross  Area 


1st  Floor 
2nd  Floor 
3rd  Floor 
Other 
Totals 

HEAT 


6,191      sq  ft 

5,812      sq  ft 

sq  ft 

sq  ft 


12,003      sq  ft 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


WOOLFOLK  HALL 

Floor  Plan  Footage 

Assignable  Area 

3,702      sq  ft 

4,150      sq  ft 

sq  ft 

sq  ft 

7,852       sq  ft 
Utilities 


Other  Areas 

Circulation      3,090  sq  ft 

Custodial  32  sq  ft 

Rest  Rooms  844  sq  ft 

Mechanical  185  sq  ft 

4,151  sq  ft 


Type:     Gas  hot  water  boiler  No.  of  Units:      1 

Unit  Manufacturer:      Cleaver-Brooks 

Capacity  Each  Unit:   Input      2  ,  000  ,  000  Output     1,600,000  BTU 

Controls  Each  Unit:       Unit  thermostat 


Type:    Chilled  water 


Unit  Manufacturer:       Trane 


No.  of  Units:       1 


Capacity  Each  Unit:         75  Tons 

Controls  Each  Unit:         Unit  thermostat 

Type:      Natural  gas  No.  of  Units:      1 

Unit  Manufacturer:      Pressure  Vessel ,  Inc. 

Size:      270  Gallons        Gas  Burning  Capacity:     960,000  BTU 

Controls  Each  Unit: 

Type:      Pneumatic 

Manufacturer:     Johnson  Control  Company 
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REPAIRS,  RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 


WOOLFOLK  HALL 


Date 


Description 


Sq  Ft 
Added 


Cost 


1947        The  State  Building  Commission  authorized  funds  to 

design  and  install  a  centrally  located  heating  system 
to  accommodate  Daughrity  and  Woolfolk  Halls  .    Lomax, 
North,  and  Beasley,  Jackson,   Mississippi,  designed 
the  system  and  Automatic  Heating  and  Service  Co.  , 
Memphis,   Tennessee,  made  the  installation.     The 
cost  was  divided  between  the  two  buildings. 

1961        The  State  Building  Commission  authorized  a  complete 
renovation  of  Woolfolk  Hall  to  include  new  partitions, 
new  wiring  and  plumbing  throughout,  new  floors,  fix- 
tures, ceiling,  built-in  furniture  ,  and  decoration  .     The 
architect  for  the  project  was  Eugene  Drummond ,  Jack- 
son,  Mississippi,  representing  the  State  Building  Com- 
mission.    The  general  contractor  was  Inverness  Lumber 
Co.,  Inverness,  Mississippi,  at  $  52,369;  the  mechani 
cal  contractor,  Ivey's  Plumbing  and  Electric  Co.  , 
Kosciusko,   Mississippi,  at  $   18,550;  the  electrical 
contractor,   Mathews  Electric  Co.,  Florence,   Missis- 
sippi, at  $  7,467,  and  Scanlon-Taylor ,  Jackson,  Mis- 
sissippi,  installing  the  built-in  furniture  at  $   17,224. 

1970       The  State  Building  Commission  authorized  Mr.  Bill 
Lambert,  architect  for  the  Commission,  to  design  a 
system  of  air  conditioning  to  accommodate  Daughrity 
and  Woolfolk  Halls.    The  system  was  installed  by 
Harden  Plumbing  &  Electric  Company,  Grenada,   Mis- 
sissippi, at  a  total  contract  price  of  $  78,657,  half  of 
which  was  to  accommodate  Woolfolk  Hall. 

1979       The  State  Building  Commission,   under  SB  3037,  Laws  of 
1979,  authorized  $  40,000  for  bathroom  repairs  and 
painting  of  Woolfolk  Hall  in  order  to  make  it  ready  to 
receive  women  students  for  the  fall  opening  of  school 
in  1980.     North,  Beasley  and  Swayze ,  Engineers,   Jack- 
son,  Mississippi,  were  assigned  for  the  project.     Bids 


$     5,836 


95,610 


39,328 
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REPAIRS,  RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1,   1982 

WOOLFOLK  HALL 


Date 


Description 


Sq  Ft 
Added 


Cost 


were  received  on  April  3,   1980,  and  a  contract 
awarded  to  Primeco,  Inc.,  Kosciusko,  Mississippi. 

The  total  project  ran  $  61,612,  with  certain  transfer 
of  Building  Commission  fund  balances,  from  HB  1401, 
Laws  of  1977,  HB  1288,  Laws  of  1975,  and  Delta 
State  University  having  to  put  up  $   16,303.     The 
project  was  completed  in  the  summer  of  1980. 


$     61,612 
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HISTORICAL  DATA  AS  OF  J/^NUARY  1,    1982 


WOOLFOLK  HALL 


Woolfolk  Hall  was  constructed  in  1946. 
This  men's  dormitory  was  officially  named 
Woolfolk  Hall  in  memory  of  the  Honorable  Ellis 
Woolfolk  of  Tunica  ,  Mississippi,  long  a  mem- 
ber of  the  State  Building  Commission  and  Chair- 
man of  the  House  Appropriations  Committee  . 
The  name  of  this  residence  hall  for  men  perpet- 
uates the  name  of  a  gentleman  who  lived  up  to 
his  nickname  of  "Scrap"  Woolfolk. 

Shortly  after  World  War  II ,  Navy  steel  bar- 
rack buildings  became  available  as  government 
surplus  properties.     Delta  State  University  ac- 
quired two  of  these  buildings.    The  accumula- 
tion of  this  steel  and  tin  and  the  construction 
ability  of  the  Delta  State  University  Superinten- 
dent of  Buildings  and  Grounds  and  his  crew 
resulted  in  two  two-story  structures  with  38 
rooms  each  and  a  supervisor's  apartment.    One 
building  was  called  "GI  I  Dormitory"   (Wool- 
folk  Hall),  the  other  "GI  II  Dormitory" 

(Daughrity  Hall);  names  given  them  by  the  many  veterans  returning  to  school 
after  World  War  II  under  the  G .  I.  Bill  of  Rights. 


Ellis  T.  Woolfolk 


Governor  Fielding  L.  Wright  and  members  of  the  State  Building  Commission 
were  present  for  the  naming  of  the  building  in  1947. 

Woolfolk  Hall  served  as  a  men's  dormitory  from  1947  until  1975,  after  which 
time  it  was  used  only  spasmodically  during  those  years  when  the  trend  was 
for  students  to  live  off  campus  in  apartments. 

It  became  evident  during  1979  that  the  women's  campus  enrollment  pre- 
dicted for  the  fall  of  1980  would  exceed  the  number  of  beds  available  on  the 
campus  for  women's  housing.     An  urgent  request  was  made  to  the  State  Build- 
ing Commission  for  funds  to  refurbish  and  redesign  the  bathroom  facilities 
in  Wooifolk  Hall  to  accommodate  women  students.     This  was  done  with  the 
contractor^  moving  out  on  Friday,  August  22,    1980,  and  the  women  students 
moving  in  c-  Sunday,  August  24,   1980. 
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Part  III      SERVICE  FACILITIES 


Mississippi  National  Guard  Armory        301 

Athletic  Field  Maintenance 303 

Baseball  Facility 307 

Buildings  and  Grounds  Office  Warehouse  #1      313 

Buildings  and  Grounds  Warehouse  #2        319 

Delta  Field  (Football  Stadium)       325 

Delta  Field  House       333 

Flag  Plaza       335 

Golf  Cart  Storage         337 

Golf  Course 34I 

Golf  Course  Headquarters       343 

Golf  Course  Maintenance        347 

The  Greenhouse        35I 

Health  Services        353 

Central  Heating  Plant        357 

Campus  Lands       353 

Laundry         355 

The  Mill       371 

Physical  Plant  Headquarters       377 

Pump  House        335 

Recreational  Park 337 

Scott  Hall       389 

Shop  (Converted  to  Sculpture  Laboratory) 395 

Lena  Roberts  Sillers  Chapel  (including  West  Carillon) 401 

Student  Activities  Building 409 

Tennis  Courts 411 

Track  and  Track  Stadium      413 

Campus  Trees 417 

The  Union        419 

Water  Well  and  Tank     429 

Young-Mauldin  Cafeteria 43 1 
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CAMPUS   ENTRANCES 


Thzee  of   the   six   gateways    to    the  main   campus   of  Delta  State   University 
are  Identified  by  brick  columns   located  on   each  side  of  the  entrance.      The 
columns   are  capped  with  pre-formed  concrete  and  Identified  more  specifically 
with  light   fixtures    that   at   one   time  lined   the  main   streets   of   the   campus 
proper.      Brick   used  In   the  columns  blend  with  brick   used  In   the  construction 
of  buildings    throughout    the   campus.      Attached  bronze   letters   Identify   the 
entrance   as    "DELTA  STATE   UNIVERSITY,    Est.    1925." 
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MISSISSIPPI  NATIONAL  GUARD  ARMORY  (Demolished,    1971) 


5*5.' ^''*£^^r^_  ^~    --      ^• 


HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 
MISSISSIPPI  NATIONAL  GUARD  ARMORY  (Demolished,    1971) 

The  National  Guard  Unit  of  Company  E  of  the  155th  Infantry,   2nd  Battalion, 
occupied  The  Armory  from  1941  to  1971  before  moving  into  a  new  facility  cur- 
rently located  in  the  Cleveland  Industrial  Park. 

Prior  to  World  War  II,  the  guard  unit  met  in  an  old  building  located  just 
south  of  the  Cleveland  Post  Office  and  in  a  metal  building  on  North  Sharpe 
Avenue  in  the  area  of  what  is  now  Sanders  Seed  Company. 

The  unit,  through  its  commanding  officer,   Lt.  Joe  R.  Denton,   Sr.  ,  was 
making  every  effort  through  city,  county,   state,  and  federal  funding  to  get  a 
permanent  building  and  location  prior  to  World  War  II.     In  November,    1940, 
Lt.   Denton  and  Company  "E"  were  called  into  federal  service  for  what  was  to 
be  active  service  for  one  year  and  transferred  to  Camp  Blanding,  Florida,   in 
December,    1940.     This  duty  was  extended  and  Company  "E"  subsequently 
found  itself  embroiled  in  World  War  II. 

The  press  for  an  armory  building  continued,   however,   with  the  City  of 
Cleveland  and  Bolivar  County  finally  donating  the  land,  representing  25%  of 
the  total  cost,  and  the  state  and  federal  government  funding  the  balance  of  the 
project  at  75%.     There  was  an  understanding,  however,  that  at  the  end  of  25 
years,  the  armory  building  andthe  land  would  revert  to  the  City  of  Cleveland. 

The  armory  building  was  located  on  a  one  block  lot,  approximately  five 
acres,  just  east  of  the  Delta  State  University  campus,  running  south  from 
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HISTORICAL  DATA  AS  OF  JANUARY  1  ,    1982 
MISSISSIPPI  NATIONAL  GUARD  ARMORY  (Demolished,    1971) 


Highway  #8  along  Fifth  Avenue  to  Oak  Street.     The  building  was  constructed 
during  1941-1942  out  of  clinker  type  aggregate  concrete  poured  m  place.     The 
supervisor  of  the  job  was  Mr.  Glen  Roberts,   local  contractor,   using  Works 
Progress  administration  (WPA)  labor. 

After  World  War  II,   it  was  again  used  for  the  area  National  Guard  Unit, 
with  offices  made  available  to  the  Veterans  Administration  along  with  a  golf 
headquarters  for  the  local  golfers  who  were  using  the  University  Golf  Course 
located  just  across  Highway  #8. 

Sgt     ^     P.  Galtelli  of  Shaw,   Mississippi,  Administrative  Assistant ,  ran 
the  guard  office  and  looked  after  maintenance,  personnel,  properties,  meals, 
et  cetera,   until  1975  when  he  retired. 

In  1962,  Delta  State  University  purchased  the  land  and  building  from  the 
City  of  Cleveland  for  $  32,000.     The  purchase  was  negotiated  between  the 
Cleveland  City  Board  of  Aldermen  and  the  State  Building  Commission  represented 
by  Mr.  Walter  Sillers.     The  negotiation  became  necessary  when  it  was  learned 
that  leaders  in  the  local  Presbyterian  Church  were  interested  in  purchasing 
this  property  for  the  building  of  a  new  church.     After  the  purchase.   Delta  State 
University  turned  around  and  leased  the  armory  building  back  to  the  City  for 
continued   use  by  the  Guard  until  it  could  acquire  and  build  a  new  facility. 

During  the  interim,   some  nine  years,  the  golf   headquarters  moved  out  of 
the  armory.    A  "teen-center"  and  city  recreation  headquarters  were  established 
on  the  first  floor  of  the  building;  Delta  State  established  several  classrooms; 
reserve  officers  used  the  facilities;  a  gun  range  was  installed  in  the  center 
hall;  and  the  first  floor  and  the  second  floor  were  used  for  campus  storage  and 
guard  training  . 

A  contract  for  the  construction  of  the  J.   M.  Ewing  Education  Hall  was  let 
in  1975.    The  building  was  to  be  located  on  the  site  of  the  armory  building. 
This  necessitated  its  demolition  by  the  contractor,  Morton  Construction 
Company,  Greenwood,  Mississippi.     Prior  to  the  demolition  of  the  armory  and 
construction  of  the  J.   M.  Ewing  Hall,  the  R.   L.  Caylor  Hall  and  the  Eleanor 
B.  Walters  Hall  were  erected  on  the  south  end  of  this  property,  which,  at  one 
which  at  one  time  was  the  drill  field  for  the  guard  unit. 

The  Armory  served  well  the  community,  county,   state,  and  nation  for  some 
thirty-five  years . 
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ATHLETIC  FIELD  MAINTENANCE 


Original  Data 


Architect:  Universal  Steel  Building  Co, 

Grenada,  Mississippi 


Total  Cost  Sq  Ft  Cost 


General  University  Steel  Building  Co, 

Contractor:  Grenada,   Mississippi 


$       3,657 


$       4.63 


Mechanical 
Contractor: 


Included  in  General 


Electrical 
Contractor: 


Included  in  General 


Other: 


Totals: 
Year  Completed: 
Source  of  Funds: 


1966 


Delta  State  University  Funds 


$       3,657 


$       4.63 


Principal  Use: 


Equipment  storage 
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TECHNICAL  DATA  AS  OF  JANUARY  1 ,    1982 


ATHLETIC  FIELD  MAINTENANCE 


Gross 

Area 

1st  Floor 

790 

sq  ft 

2nd  Floor 

sq  ft 

3rd  Floor 

sq  ft 

Other 

sq  ft 

Totals 

790 

sq  ft 

Floor  Plan  Footage 
Assignable  Area 


790 


790 


sq  ft 
sq  ft 
sq  ft 
sq  ft 
sq  ft 


Other 

Areas 

Circulation 

sq  ft 

Custodial 

sq  ft 

Rest  Rooms 

sq  ft 

Mechanical 

sq  ft 
sq  ft 

HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 


ATHLETIC  FIELD  MAINTENANCE 


With  the  football  playing  field,  the  football  practice  fields,  and  the 
baseball  field  in  proximity,  and  with  the  need  for  maintenance  equipment  to  be 
near  at  hand  and  year  round,  it  became  appropriate  and  necessary  to  locate 
a  building  to  house  the  equipment,  fertilizers,  and  materials  required  for 
the  maintenance  of  these  fields.    The  facility  not  only  houses  a  tractor, 
mowers,  et  cetera,  it  doubles  as  a  storage  facility  for  golf  course  maintenance, 
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ATHLETIC     FIELD     MAINTENANCE 
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790    SQ.  FT.    TOTAL 
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30fc 


Architect: 


General 
Contractor: 


Mechanical 
Contractor: 


BASEBALL  FACILITY 


Original  Data 


Kaplan  &  Oakman 
Greenville,  Mississippi 

F.  H.  Maugh  Construction  C, 
Leland,  Mississippi,  and 
Roy  Collins  Construction  Co. 
Cleveland,  Mississippi 

Roy  Collins  Construction  Co. 
Cleveland,  Mississippi 


Total  Cost  Sq  Ft  Cost 

$        5,441  $         1.12 


$      62,455 


$      12.85 


Included  in  General 


Electrical 
Contractor: 


Other: 

Totals: 
Year  Completed: 
Source  of  Funds: 


Roy  Collins  Construction  Co. 
Cleveland,   Mississippi 

Central  School  Supply  Co. 
Jackson,  Mississippi  (Seating) 


1971 


Included  in  General 


$     22,380 

$     90,276 


4.60 


$      18.57 


State  Building  Commission,   $  35,000,  Laws  of  1971,  and 
Delta  State  University,  $  5,2  76 


Principal  Use: 


Baseball  play,   seating,   dug-outs,  and  rest  rooms 


Gross  Area 
1st  Floor  4,904      sq  ft 

sq  ft 

sq  ft 

sq  ft 


2nd  Floor 
3rd  Floor 
Other 
Totals 


TECHNICAL^ATA  AS  OF  TANUARY  1,    1982 
BASEBALL  FACILITY 
Floor  Plan  Footage 
Assignable  Area 
4,307       sq  ft 
sq  ft 
sq  ft 
sq  ft 


4,904       sq  ft 


HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 
HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


4,307       sq  ft 
Utilities 


Type: 

Unit  Manufacturer: 

Capacity  Each  Unit:    Imput 

Controls  Each  Unit: 

Type: 

Unit  Manufacturer: 

Capacity  Each  Unit: 

Controls  Each  Unit: 

Type: 

Unit  Manufacturer 

Size: 

Controls  Each  Unit: 

Type: 

Manufacturer: 


Other  Areas 

Circulation         277  sq  ft 

Custodial  sq  ft 

Rest  Rooms         320  sq  ft 

Mechanical       sq  ft 

597  sq  ft 


No.  of  Units: 


Output 


No.  of  Units: 


No.  of  Units: 


Gas  Burning  Capacity: 


BASEBALL      FACILITY 


-no-)    3Q    FT    TOTAL 


REPAIRS,   RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 


BASEBALL  FACILITY 


Date 


Description 


Sq  Ft 
Added 


Cost 


None  to  date  of  this  publication, 


Batting  Cage 
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HISTORICAL  DATA  AS  OF  JANUARY  1  ,    1982 
BASEBALL  FACILITY 

In  1962,   6.63  acres  of  land  for  a  baseball  field  was  purchased  from  Harry 
M.  Ward  at  a  price  of  $  21,000. 

It  was  necessary  to  land  level  and  shape  the  area  into  the  baseball  field. 
"Boo"  Ferriss,  baseball  coach,   shaped  the  field  and  served  as  general  super- 
visor.    Joe  Dakin,  Cleveland,  Mississippi,  did  the  dirt  work .    Appropriate 
fencing  was  installed  by  Allied  Fence  Co.  ,  Greenville,  Mississippi. 

In  1971,  the  State  Building  Commission  authorized  $  85,000  for  lighting 
the  baseball  field.    With  the  addition  of  $  5,576  of  University  funds,  those 
who  had  to  make  the  decision  determined  to  defer  the  lighting  and  instead  in- 
stall dugouts,  a  covered  grandstand,  press  box,  rest  rooms,  PA  system,  and 
concession  stand.     The  work  was  completed  in  the  spring  of  1972  and  resulted 
in  one  of  the  finest  baseball  facilities  in  Mississippi. 

The  Coca  Cola  Bottling  Co.  ,  during  the  middle  1970s,  donated  a  small 
electric  scoreboard  to  the  University.    As  this  board  began  to  show  wear  and 
tear  and  more  information  needed,  the  Nehi  Bottling  Co.  ,  Cleveland,  Mis- 
sissippi, in  1981,  through  Mr.  Homer  Sledge,  Jr.,  donated  a  more  sophisti- 
cated and  elaborate  scoreboard  to  take  its  place.     Delta  State  University 
maintenance  department  made  the  installation  at  a  cost  of  some  $  2,000. 
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Architect: 


BUILDINGS  AND  GROUNDS  OFFICE 

AND  WAREHOUSE  #  1   (Demolished,    1976) 

Original  Data 

Total  Cost  Sq  Ft  Cost 

United  States  Government 

World  War  II  Surplus  Property  Building 


General 
Contractor: 


Reed  Construction  Co, 
Jackson,  Mississippi 


$      2,500 


56 


Mechanical  Included  in  General 

Contractor: 


Electrical 
Contractor: 


Included  in  General 


Other: 

Totals: 
Year  Completed:        1947 
Source  of  Funds:       State  Building  Commission 


$      2,500 


56 


Principal  Use:  Office,   storage,  and  garages 

Inventory  value  as  established;  original  contract  amounts  unknown 
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TECHNICAL  DATA 


BUILDINGS  AND  GROUNDS  OFFICE 

AND  WAREHOUSE  #  1    (Demolished,    1976) 


Gross  Area 
1st  Floor           5,742      sq  ft 
1,890      sq  ft 
sq  ft 
sq  ft 


2nd  Floor 
3rd  Floor 
Other 
Totals 


Floor  Plan  Footage 

Assignable  Area 

5,450      sq  ft 

1,890      sq  ft 

sq  ft 

sq  ft 


Other  Areas 


Circulation 
Custodial 
Rest  Rooms 
Mechanical 


0  sq  ft 

0  sq  ft 

22  sq  ft 

0  sq  ft 


7,362      sq  ft 


7,340      sq  ft 
Utilities 


22      sq  ft 


HEAT 


No.  of  Units: 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


Type:         Space  heaters 

Unit  Manufacturer: 

Capacity  Each  Unit:     Input  Output 

Controls  Each  Unit: 

Type:        Window  unit  No.  of  Units: 

Unit  Manufacturer:      York 

Capacity  Each  Unit:      18,000  BTU 

Controls  Each  Unit: 

Type:      None  No.  of  Units: 

Unit  Manufacturer 

Size:  Gas  Burning  Capacity: 

Controls  Each  Unit: 

Type: 

Manufacturer: 


*The  2,880  gross  square  footage  added  in  1954  not  included  in  the  original 
square  foot  cost. 


16    12    8    4    0 


SCALF 


BUILDINGS  a  GROUNDS  OFFICE 
WAREHOUSE    NO.  I 


LOFT 


SECOND      FLOOR 
1,890    SQ  FT 


FIRST       FLOOR 

5,472    SQ    FT. 


7,362    SQ,  FT     TOTAL 
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REPAIRS,   RENOVATIONS,  AND  ADDITIONS 
BUILDINGS  AND  GROUNDS  OFFICE 

AND  WAREHOUSE  #  1   (Demolished,    1976) 


Date 


Description 


Sq  Ft 
Added 


Cost 


1954  An  addition  of  2,880  square  feet  was  authorized  by 

the  State  Building  Commission  for  added  storage  and 
parking  spaces  for  campus  vehicles.     The  work  was 
done  by  the  maintenance  crew  of  Delta  State 
University  under  the  supervision  of  Mr.  Joseph  A. 
Wilson,  Superintendent. 


2,880        $     9,750 
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HISTORICAL  DATA 
BUILDINGS  AND  GROUNDS  OFFICE 

AND  WAREHOUSE  #  1  (Demolished,    1976) 


Warehouse  #1  was  originally  a  wood  frame  structure  with  tin  siding  and 
tin  roof.     The  building,  a  World  War  II  Surplus  structure,  was  reconstructed 
in  1947  on  the  Delta  State  campus  as  a  storage  warehouse. 

In  1954,   shed  space  for  vehicles  was  added  along  with  an  extension  to  the 
building  for  storage  and  an  office  for  the  Superintendent  of  Buildings  and 
Grounds  was  designated.    Asbestos  siding  was  installed  on  the  building  at  the 
time  of  this  addition. 

The  building  housed  the  office  for  the  Superintendent  of  Buildings  and 
Grounds  until  1975,  when  a  new  Physical  Plant  Headquarters  and  Services 
facility  was  occupied.     The  building  included  bins  for  plumbing  and  electrical 
parts,  janitorial  supplies,  painting  supplies,  mattresses,  and  general  furni- 
ture storage.     The  sheds  afforded  overnight  parking  for  campus  vehicles. 

With  the  addition  of  the  new  Physical  Plant  Headquarters  Building  in  1975, 
this  facility  was  torn  down  in  1976  and  the  site  made  ready  for  campus  parking 
utilizing  the  concrete  floor  slab. 
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PLAQUES 

As   a  part   of   the   general    contract   for   construction,    the  Mississippi   State 
Building  Commission   requires   a  bronze  or   aluminum  plaque  with   cast   raised 
letters   superimposed   therein    to  be  installed  within   a  building   upon   its 
completion.      This   requirement   applies   to   a  new  building  or  a  major   renovation 
of  an   existing  building. 

The   format   calls   for   the  name  of   the  project,    completion  date,    name  of   the 
institution,   president   of  the  institution,    listing  of  the  officers   and  members 
of   the  State  Building  Commission,    officers   and  members  of  the  Board  of  Trustees 
of  Institutions   of  Higher  Learning  at    the   time  of  contract   completion ,    architect 
and   engineers   for   the  project ,    and   a   listing  of  each   of   the  major  contractor^: 
general,    electrical ,    and  mechanical. 

During  the  period   that  Dr.    James  M.    Ewing  served  as  President  of  Delta 
State   UniveiSity      it   was   determined    that   a  plaque  similar   to   the   one   required 
by    the  State  Building  Commission   in   format   and   size  be  cast    to   show   the 
composition   of  the  State  Building  Commission   and   the  Board   of  Trustees   of 
Institutions   of  Higher  Learning,    and  when   funds   were  allocated   for   the  project 
by    the  State  Legislature.      This  plaque   was  paid  for  by  Delta   State   University 
funds  and  installed  in    the   entrance  area   as   are  like  plaques  in   other  buildings. 
This   resulted  in    two  plaques  being  located  in   each  of   those   campus  buildings 
where  pertinent   information   was   available. 

The    two  plaques   for  James  M.    Ewing  Hall    shown   below  depict    the   format   of 
plagues    used  in   all   major   campus   buildings. 


JAMES    M.   EWING    HALL 

FUNDED    1974 

DELTA    STATE    UNIVERSITY 

AUBREY    K.  LUCAS.    PRESIDENT 


MISSISSIPPI    STATE 
BUILDING    COMMISSION 
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JAMES    M.    EWING    HALL 

ERECTED -1978 

DELTA    STATE    UNIVERSITY 

KENT    WYATT,    PRESIDENT 
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Architect: 


BUILDINGS  AND  GROUNDS 

WAREHOUSE  #2 
Original  Data 


Mitchell  Engineering  Co. 
Columbus,  Mississippi 


Total  Cost  SqPtCost 


General  Mitchell  Engineering  Co. 

Contractor:  Columbus,  Mississippi 


$         8,694 


2.81 


Mechanical 
Contractor: 


Not  applicable 


Electrical 
Contractor: 


Included  in  General 


Other: 


Totals: 
Year  Completed:         1967 
Source  of  Funds:        Delta  State  University  reserve  funds 


$         8,694  $         2.81 


Principal  Use:  Warehouse  storage 
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TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 

BUILDINGS  AND  GROUNDS 

WAREHOUSE  #2 
Floor  Plan  Footage 


Gross 

Area 

Assignable  Area 

Other  Areas 

1st  Floor 

5,612 

sq  ft 

5,612 

sq  ft 

Circulation 

sq  ft 

2nd  Floor 

sq  ft 

sq  ft 

Custodial 

sq  ft 

3rd  Floor 

sq  ft 

sq  ft 

Rest  Rooms 

sq  ft 

Other 

sq  ft 
sq  ft 

sq  ft 
sq  ft 
es 

Mechanical    

sq  ft 

Totals 

5,612* 

5,612 
Utiliti 

0 

sq  ft 

HEAT 

Type: 
Unit  Ma 

None 
nufacturer: 

No.  of  Units: 

AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


Capacity  Each  Unit:        Input 
Controls  Each  Unit: 
Type:       None 
Unit  Manufacturer: 
Capacity  Each  Unit: 
Controls  Each  Unit: 
Type:       None 
Unit  Manufacturer 


Output 


No.  of  Units: 


No.  of  Units: 


CONTROLS 

FOR 

BUILDING: 


Size:  Gas  Burning  Capacity: 

Controls  Each  Unit: 

Type: 

Manufacturer: 


The  2,518  gross  square  footage  added  in  1968  not  included  in  the  original 
square  foot  cost 


WAREHOUSE   NO.    2 


zsie** 

LOFT 
2,518  SQ    FT. 


FIRST 
3,094 


FLOOR 
;a    FT 


5,6:2    SQ    FT    TOTAL 
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REPAIRS,   RENOVATIONS,  AND  ADDITIONS,  AS  OF  JANUARY  1,    1982 

BUILDINGS  AND  GROUNDS 


WAREHOUSE  #2 


Date 


Description 


1968  The  maintenance  crew  of  Delta  State  University  under 

the  supervision  of  Mr.  Joseph  A.  Wilson,  Superinten- 
dent of  Buildings  and  Grounds,  installed  a  second 
floor  area  of  2,518  square  feet  within  the  building  for 
additional  storage  funded  out  of  Delta  State  University 
reserve  funds . 


Sq  Ft 
Added 


2,518 


Cost 


$  2,500 


Fronting  Young-Mauldin  Cafeteria 
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HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 

BUILDINGS  AND  GROUNDS 

WAREHOUSE  #2 


Buildings  and  Grounds  Warehouse  #2  is  a  metal  building  constructed 
in  1967  on  a  concrete  slab.     This  structure  serves  as  a  campus  storage 
warehouse  used  primarily  for  furniture. 


Side  Entrance  to  James  M.  Ewing  Hall 
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Final  inspection  of  Delta  Field,  the  football  stadium.    Members  of  the  State 
Building  Commission,  architects,  engineers,  and  contractors  are  pictured 
with  Hugh  Smith. 
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Architect: 


General 
Contractor: 

Mechanical 
Contractor: 

Electrical 
Contractor: 

Other: 


DELTA  FIELD 
(FOOTBALL  STADIUM) 
Original  Data 


McRee,  Dardaman,  &  Kennington 
Grenada,  Mississippi,  assisted  by 
William D.   Morrison,   Jr. 
Jackson,   Mississippi 

Wise  Construction  C. 
Jackson,  Mississippi 

Ivey's  Plumbing  Co. 
Kosciusko,  Mississippi 

J.  M.  Rose  and  Sons 
Greenwood,  Mississippi 

Soil  testing,  fencing,  parking, 
and  seating 


Total  Cost 


$       31,712 


Totals: 
Year  Completed: 
Source  of  Funds: 


$  407,988 

$  27,914 

$  98,437 

$  103,091 

$  669,052 


1970 


Sq  Ft  Cost 
$  .79 


$     10.13 


$  .69 


$       2.44 


$       2.56 


$     16.61 


State  Legislature,  First  Session,    1966,  $  573,586;  Delta 
State  University  reserve  funds,  $  95,466 


Principal  Use: 


Football  stadium 
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TECHNICAL  DATA  AS  OF  JANUARY  1  ,    1982 

DELTA  FIELD 

(FOOTBALL  STADIUM) 
Floor  Plan  Footage 


Gross  Area 

1st  Floor         9,957  ^q  ft 

2nd  Floor      28,683  sq  ft 

3rd  Floor         1,072  sq  ft 

Other  1.071  sq  ft 

Totals  40,783*  sq  ft 


Assignable  Area 
3,024       sqft 

25,862  sq  ft 
493  sq  ft 
651       sq  ft 

30.030  sqft 
Utilities 


HEAT 


Other  Areas 

Circulation     9,139  sqft 

Custodial  0  sq  ft 

Rest  Rooms      1,584  sqft 

Mechanical    30  sq  ft 

10,753  sqft 

No.  of  Units:      1 


AIR  CONDI- 
TIONING 


Type:     Electric 

Unit  Manufacturer:      Brasch    -  strip  heat 

Capacity  Each  Unit:    Input        18  KW       Output 

Controls  Each  Unit:         Electric 

Type:     Direct  expansion  No.  of  Units: 

Unit  Manufacturer:     Trane 


DOMESTIC 

HOT 

WATER 


Capacity  Each  Unit: 
Controls  Each  Unit: 
Type:       None 
Unit  Manufacturer 


60,000 
Honeywell 


No.  of  Units: 


CONTROLS 

FOR 

BUILDING: 


Size:  Gas  Burning  Capacity: 

Controls  Each  Unit: 

Type:     Electric  low  voltage 

Manufacturer:      Honeywell 


*The  506  gross  square  footage  added  in  1975  not  included  in  the  original  square 
foot  cost 


SCALE 


DELTA     FIELD  -  ATHLETIC     STADIUM 
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40,  783SQ    FT    TOTAL 
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DELTA     FIELD -ATHLETIC    STADIUM 


SCALE 


5  S 


328 


DELTA      FIELD      PRESS     BOX 


SCALE 


SJIDOID   5 
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EXISTINK   BUILniNK 


506 

CONCESSION        STAND 

50fi    SQ      FT 

DELTA         FIELD 
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REPAIRS,   RENOVATIONS,   AND  ADDITIONS  AS  OF  JANUARY  1,    1982 

DELTA  FIELD 
(FOOTBALL  STADIUM) 


Date 


Description 


1973  In  March  1973  a  small  tornado  came  across  the  foot- 
bail  stadium  and  field  from  the  southwest  traveling 
northwest.     The  tornadic  winds  bent  the  six  poles 
that  furnished  lighting  for  the  playing  field  and  dam- 
aged the  press  box.     The  State  Building  Commission 
under  HB  545  and  SB  2337,  Laws  of  1973,  authorized 
$  98,100  as  an  emergency  allocation  for  the  replace- 
ment of  the  bent  poles  and  for  repairs  to  the  press 
box,  ticket  booth,   etc.     Delta  State  University  supple- 
mented the  allocation  by  $  5,542.     McRee,  Dardaman 
&  Kennington,  Grenada,   Mississippi,  were  the 
architects  at  $  5,867  with  J.   M.  Rose  Co.  ,  Green- 
wood,  Mississippi,  furnishing  and  installing  the 
poles  at  $  61,525  and  Roy  Collins  Construction  Co.  , 
Cleveland,   Mississippi,  doing  the  repair  work  to  the 
press  box  at  $  36,250.    Work  was  completed  in  1974. 

1974  The  new  playing  field  constructed  in  1970  had  reached 
its  settling  stage  with  water  standing  in  various  areas. 
Delta  State  University  authorized  Mr.  W.   M.   Thomas, 
engineer,  Cleveland,   Mississippi,  to  engineer  a 
drainage  system  to  clear  the  field  of  surplus  water. 
Lamb  Construction  Co.  ,  Greenwood,   Mississippi,  was 
the  contractor  at  $  22,022,  with  engineering  fees  to 
Mr.   Thomas  of  $   1,258. 

1975  The  State  Building  Commission  under  HB  1288,   Laws 
of  1975,  authorized  funding  to  add  a  concession 
area  of  506  square  feet  underneath  the  stadium  seat-     i 
ing ,     The  construction  was  done  by  Cleveland  Lumber 
Co.,  Cleveland,  Mississippi,  and  completed  in  1978. 


Sq  Ft 
Added 


Cost 


$  103,642 


506 


23,280 


25,000 
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HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 

DELTA  FIELD 

(FOOTBALL  STADIUM) 


Historically,  the  football  facility  at  Delta  State  University  has  been 
called  Delta  Field.     Previously  it  has  been  located  on  three  other  sites  on 
the  campus:    one  running  north  and  south  on  the  south  side  of  the  campus 
near  the  present  location  of  Whittington-Williams  and  Bond-Carpenter  Halls; 
one  running  north  and  south  along  the  west  line  of  the  campus  where 
Walter  Sillers  Coliseum  is  now  located;  and  one,  now  converted  to  a  track 
facility,  running  east  and  west  parallel  with  Highway  #8  just  east  of  Hugh 
L.  White  Hall. 

Currently  the  football  field-stadium  facility  is  located  north  and  south 
on  property  purchased  during  1967  from  the  Harry  Ward  family.    This  property 
falls  north  of  Highway  #8  and  north  of  a  housing  subdivision  and  the  Presby- 
terian Church.     The  facility  is  made  up  of  a  well-lighted  stadium  with 
aluminum  plank  seating  8,000  (7,000  west  side,   1,000  east  side),  two 
large  storage  rooms,  adequate  rest  rooms,  a  spacious  two-story  press  box, 
and  ample  parking  facilities.    The  stadium  is  built  in  such  a  way  that  it 
can  be  continuously  enlarged.     Stadium  seating  is  so  arranged  around  the 
playing  field  that  an  eight-lane  track  can  be  installed  around  the  field  if 
ever  so  desired . 

As  part  of  the  original  construction,  the  Mississippi  Highway  Department 
installed  the  parking  at  a  cost  of  $  49,687;  the  Mississippi  School  Supply 
Company,  Jackson,  Mississippi,   supplied  the  box  seats  and  aluminum  planks 
with  Prestage  and  Floyd,  Cleveland,  Mississippi,  making  this  installation 
for  a  seating  cost  of  $  33,925. 

The  football  stadium  makes  up  part  of  the  total  athletic  complex  in  the 
area  of  the  campus  composed  of  the  Chadwick-Dickson  Intercollegiate  Ath- 
letic Building  with  dressing  rooms,   offices,   sauna,  weight  rooms,   etc., 
practice  fields  for  football,  the  baseball  park,  the  campus  nine-hole  golf 
course,  four  tennis  courts,  Walter  Sillers  Coliseum  for  basketball,  and  the 
track  stadium  which  was  the  former  football  field  and  stadium. 
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DELTA  FIELD  HOUSE 


HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 

DELTA  FIELD  HOUSE     (Demolished  1952) 

The  Delta  Field  House  was  constructed  in  1939  by  Works  Progress  Ad- 
ministration (WPA)  labor  out  of  federal  funds  and  was  constructed  at  the  same 
time  as  Whitfield  Gymnasium,  the  Swimming  Pool,  the  Golf  Course,  and  the 
Home  Management  House. 

It  was  located  on  the  north  side  of  Highway  #8  and  fronted  the  football 
field  that  at  that  time  ran  north  and  south  where  the  Walter  Sillers  Coliseum 
is  now  located.     The  building  was  constructed  ->ut  of  a  clinker  type  aggregate 
concrete  poured  in  place.     It  housed  two  rather  small  football  dressing  rooms 
used  primarily  during  half  time  at  ball  games,  a  ticket  booth,  and  a  small 
equipment  room.     The  equipment  room  was  actually  used  as  a  golf  headquarters 
until  the  Field  House  was  demolished  in  1952.     The  demolition  residue-- 
concrete  chunks  and  steel--was  pushed  into  the  low  areas  surrounding  the 
building  and  used  as  fill  and  covered  with  dirt. 
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^ 


Delta  State   University   50th  Anniversary   Time  Capsule. 
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Architect: 


FLAG  PLAZA 
Original  Data 


Charles  F .  Craig 
Jackson,  Mississippi 


Total  Cost 


$  839.34 


SgFtCost 
N/A 


General 
Contractor: 


Roy  Collins  Construction  Co, 
Cleveland,   Mississippi 


$  13,989.00  N/A 


Mechanical 
Contractor: 


Not  applicable 


Electrical 
Contractor: 


Not  applicable 


Other: 


Totals: 


Not  applicable 


$  14,828.34  N/A 


Year  Completed:  1976 

Source  of  Funds:  Delta  State  University  funds 


Principal  Use:  Complement  and  grace  quadrangle 
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HISTORICAL  DATA  AS  OF  JANUARY  1  ,    1982 
FLAG  PLAZA 


The  construction  of  the  Flag  Flaza  was  a  Fiftieth  Anniversary  project  de- 
signed to  complement  an  outstanding  feature  of  the  campus--the  tree-bordered 
open  quadrangle.     The  plaza  consists  of  a     27-foot  precut  stone  base  with 
three  fifty-foot  anodized  bronze  aluminum  flag  poles  from  which  fly  the  Ameri- 
can, the  Mississippi,  and  the  Delta  State  University  flags.     Twelve-inch 
illuminated  bronze  letters  in  prismatic  face  proclaim  the  name  DELTA  STATE 
UNIVERSITY  to  those  who  view  the  north  side  of  the  plaza.     The  project  was 
completed  April  1,    1976.     In  addition  to  gracing  the  quadrangle,  the  plaza  has 
been  the  scene  of  two  major  campus  programs. 

The  first  program  was  one  event  of  the  Fiftieth  Anniversary  Homecoming 
Day  held  on  November  8,   1975.     Near  the  end  of  a  program  in  Broom  Auditorium 
at  2:30  p.m.  ,  Presiding  Officer  Martin  T.  King,  Jr.  ,   '50,   instructed  the  audi- 
ence to  move  outside  to  the  Flag  Plaza  area  of  the  quadrangle.     Here  Alyce  West 
Richardson,    '52,   President  of  the  Alumni  Association,  presented  the  Fiftieth 
Anniversary  Flag  to  President  Kent  Wyatt,    '56.     The  Army  ROTO  Color  Guard 
followed  with  a  flag  raising  ceremony.     Professor  Robert  Van  Buskirk  led  in 
the  singing  of  the  alma  mater    and  the  benediction  was  said  by  Rev.  James 
Breiand,   '50.     Music  by  Professor  Lyndell  Watkins  from  the  West  Carillon 
pealed  across  the  sunlit  campus  as  the  crowd  dispersed. 

The  second  event  was  the  climax  of  Delta  State  University's  participation 
in  the  American  Revolution  Bicentennial.     On  July  6,    1976,  Delta  State  faculty, 
staff,  and  students  gathered  around  the  plaza,  and  President  Wyatt  assisted 
by  SGA  President  CaryKarlson  joined  with  hundreds  of  bicentennial  organiza- 
tions across  the  nation  in  burying  a  time  capsule.     Said  President  Wyatt, 
"These  items  which  we  commit  today  to  this  Delta  soil  are  to  us  modern  and 
meaningful;  in  the  year  2025,  they  may  well  be  of  only  historical  interest,  de- 
void    of  much  practical  use."    He  then  proceeded  to  read  a  proclamation  dedi- 
cated to  the  bicentennial  in  behalf  of  the  Delta  State  faculty,   staff,   students, 
alumni,  and  friends.     The  program  concluded  with  President  Wyatt  and  others 
burying  a  time  capsule  in  a  six-foot  concrete  hole  on  the  south  side  of  the 
stone  base.     The  ceremony  was  followed  by  a  traditional  campus  watermelon 
cutting . 
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Architect: 


GOLF  CART  STORAGE 


Original  Data 


Brewer  and  Godbold 
Clarksdale,  Mississippi 


Total  Cost 


$       1,022 


Sq  Ft  Cost 
$  .85 


General  Cleveland  Lumber  Co. 

Contractor:  Cleveland,  Mississippi 


$     12,701  $     10.59 


Mechanical 
Contractor: 


Included  in  General 


Electrical 
Contractor: 


Included  in  General 


Other: 

Totals: 
Year  Completed:        1977 
Source  of  Funds:      State  Building  Commission 


$     13,723  $     11.44 


Principal  Use:  Golf  Cart  Storage 


337 


TECHNICAL  D/^TA  AS  OF  JANUARY  1  ,    1982 
GOLF  CART  STORAGE 


Floor  Plan  Footage 


Gross  Area 

1st  Floor  1,200  sq  ft 

2nd  Floor  sq  ft 

3rd  Floor  sq  ft 

Other  sq  ft 

Totals  1,200  sq  ft 


Assignable  Area 

Other  Area  s 

1,200     sq  ft 

Circulation 

sq  ft 

sq  ft 

Custodial 

sq  ft 

sq  ft 

Rest  Rooms 

sq  ft 

sq  ft 

Mechanical 

sq  ft 

1,200     sq  ft 

sq  ft 

1 

UJ 

-I 

-1 
-1 

? 

■  -; 

'                  1                  1                  1                  1                  I 

1                                                                                                           '                                    1                                    ' 
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GOLF     CART     STORAGE 

1200    SQ    FT    TOTAL 


HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 
GOLF  CART  STORAGE 


A  metal  building,   30'  wide  by  40'  long,   was  erected  in  1977  to  house  and 
accommodate  12  golf  carts.     The  majority  of  the  golf  carts  housed  belong  to 
faculty  and  staff  members  who  pay  $  72.00  per  year  for  the  cost  of  electricity 
and  the  privilege  of  using  this  facility.     Several  cart  spaces  are  reserved 
for  campus  owned  carts  made  available  by  rent  to  visitors  who  wish  to  play 
golf  on  the  University  Golf  Course. 


339 


340 


GOLF  COURSE 


HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 

GOLF  COURSE 

In  1936,  with  the  help  of  Works  Progress  Administration  ("WFA)  labor,  a 
9  hole  golf  course  was  constructed  on  80  acres  of  campus  property  located 
across  Highway  #8.     This  80  acres  runs  along  the  east  and  north  current 
property  lines  of  the  campus. 

Since  there  was  no  golf  course  in  the  area  at  the  time.  President  William 
M.  Kethley  was  receptive  to  an  understanding  with  golf-interested  local 
citizens  whereby  they  would  form  a  Golf  Club,  operate  a  headquarters  out  of 
the  east  end  of  the  Delta  Field  House  serving  as  the  football  dressing  facility, 
and  later  out  of  the  Armory  building,  and  use  the  campus  golf  course,   so  long 
as  they  properly  maintained  the  course  in  its  entirety  and  allowed  campus 
faculty,   staff,  and  students  to  play  golf  without  green  fee  charges.     Mr.  A.  E. 
Lorance,  local  citizen,  operated  the  Golf  Club  headquarters  for  years. 

In  1952,  when  the  football  field  that  ran  north  and  south  along  the  west 
line  of  the  campus  across  Highway  #8  was  moved  further  east  to  make  ready 
for  the  Hugh  L.  White  Dormitory  for  men  athletes,  and  later  for  the  Walter 
Sillers  Coliseum,  a  part  of  the  golf  course,   namely  the  9th  hole  green  and 
No.   1  tee,  were  swallowed  up.     It  became  necessary  at  that  time  to  rearrange 
the  golf  course . 
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HISTORICAL  DATA  AS  OF  JANUARY  1  ,    1982 

GOLF  COURSE 

Mr.  Tom  Lundy,  the  golf  professional  of  the  Greenville  Country  Club,  was 
used  as  a  consultant  to  lay  out  and  relocate  certain  greens  and  fairways. 

When  the  Cleveland  Country  Club  was  built  in  1955,  which  included  a 
9  hole  golf  course,  this  gave  a  majority  of  the  local  golfers  opportunity  to 
become  affiliated  with  the  Club  and  its  facilities,  thus  cutting  back  on  the 
need  for  use  of  the  College  course.     However,  a  reciprocal  agreement  was 
worked  out  whereby  a  Country  Club  member  could  play  the  Club  course  and 
move  to  the  College  course  when  in  the  company  of  a  College  official,  and 
vice  versa.     The  agreement,   currently  in  effect,  also  allowed  the  College 
golf  team  to  play  intercollegiate  matches,   utilizing  both  the  College  and  Club 
courses  making  a  total  18  hole  course  play. 

As  the  University  grew  in  enrollment  and  golfing  became  more  and  more 
popular,  certain  changes  were  made  on  the  course:    the  moving  of  several 
greens  and  tee  boxes,  redesignating  fairways  and  traps,  constructing  a 
headquarters  building  in  1967  and  improving  it  in  1977,   installing  a  metal 
maintenance  equipment  storage  building  in  1966,   enlarging  it  in  1977,  and 
installing  a  golf  cart  storage  building  in  1977. 

The  University  Golf  Course  is  a  fine  9  hole  course,  adequate  for  tourna- 
ment and  intercollegiate  play  and  heavily  utilized  by  the  students,  faculty, 
and  staff  members  who  hold  Activity  Cards. 
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Architect: 


General 
Contractor: 


GOLF  COURSE  HEADQUARTERS 


Original  Data 


Total  Cost 


JosephA.  Wilson 

Superintendent  of  Buildings  and  Grounds 

Delta  State  University- 


Maintenance  Personnel 
Delta  State  University 


SqFtCost 


$        3,897.00        $        o.7[ 


Mechanical 
Contractor: 


Included  in  General 


Electrical 
Contractor: 


Included  in  General 


Other: 


Totals: 
Year  Completed:         1967 
Source  of  Funds:       Delta  State  University  reserve  funds 


$        3,897.00        $        6.7f 


Principal  Use:  Golf  course,  office,   locker  rooms ,  and  rest  rooms 


TECHNICAL  DATA  AS  OF  JANUARY  1  ,    1982 
GOLF  COURSE  HEADQUARTERS 


Gross 

Area 

1st  Floor 

575 

sq  ft 

2nd  Floor 

sq  ft 

3rd  Floor 

sq  ft 

Other 

sq  ft 

Totals              _ 

575 

sq  ft 

HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


Floor  Plan  Footage 

Assignable  Area 

342      sq  ft 

sq  ft 

sq  ft 

342      sq  ft 


Other  Areas 


Circulation 
Custodial 
Rest  Rooms 
Mechanical 


342      sq  ft 


194     sq  ft 

sq  ft 

39     sq  ft 

sq  ft 

233     sq  ft 


Utilities 
Type:      Electric  space  heaters      No.  of  Units: 
Unit  Manufacturer:        Trane 

Capacity  Each  Unit:  Input         5  K  W        Output 
Controls  Each  Unit: 


Type:     Direct  expansion 
Unit  Manufacturer:      Trane 


No.  of  Units: 


Capacity  Each  Unit:        24,000  BTU 
Controls  Each  Unit: 


Type: 


Unit  Manufacturer 


No.  of  Units:      None 


Size:  Gas  Burning  Capacity: 

Controls  Each  Unit: 

Type: 

Manufacturer: 


1 


PORCH 


MEN'S     TLT.     B  WOMEN'S    TLT. 
39  ■  ^"^ 


I 


STORAGE 

7S 


GOLF      HEADQUARTERS 

575    3Q.   FT,   TOTAL  (INC.  PORCH) 


SCALE 


REPAIRS,  RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY   1  ,    1982 
GOLF  COURSE  HEADQUARTERS 


Date 


1977 


Description 


The  State  Building  Commission  under  HB  1401,   Laws 
of  1977,  allocated  funds  to  update  and  repair  this 
facility.     Plans  included  redistribution  of  interior 
space  and  renovation  of  rest  room  facilities  as  shown 
by  floor  drawings  . 

Plans  and  specifications  were  prepared  by  Brewer  and 
Godbold,   Architects,  Clarksdale,  Mississippi,  with 
the  Cleveland  Lumber  Company,  Cleveland,   Missis- 
sippi, doing  the  renovation  as  the  low  bidder  at  a 
total  cost  of  $  25,116. 


Sq  Ft 
Added 


Cost 


$  25,116 
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HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 


GOLF  COURSE  HEADQUARTERS 


The  Golf  House,  a  wood  frame  structure  with  brick  veneer,   serves  as 
headquarters  for  the  University  Golf  Course. 

The  Golf  Course  Headquarters  houses  office  space  for  checking  in  and 
out  along  with  vending  machines,   concessions,  golf  balls,  and  tees. 

Although  inadequate  in  size,  the  facility  serves  as  the  central  point  for 
the  campus  golf  course.     Many  university  matches,  physical  education  classes, 
and  area  tournaments  are  held  on  the  course  along  with  constant  use  by  the 
students,  faculty,  and  staff. 
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GOLF  COURSE  MAINTENANCE 


Architect: 


Original  Data 


Mitchell  Engineering  Co. 
Columbus,   Mississippi 


Total  Cost  SqFtCost 


General  Mitchell  Engineering  Co. 

Contractor:  Columbus,  Mississippi 


$        3,657  $        4.27 


Mechanical 
Contractor: 


Included  in  General 


Electrical 
Contractor: 


Included  in  General 


Other: 

Totals: 
Year  Completed: 
Source  of  Funds: 


1966 


Delta  State  University  reserve  funds 


$        3,657  $        4.27 


Principal  Use:  Maintenance  of  golf  course  equipment  and  storage 
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TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 
GOLF  COURSE  MAINTENANCE 


Floor  Plan  ] 

"ootaqe 

Gross  Area 

Assiqnabl 

e  Area 

Other 

Areas 

1st  Floor 

2 

056 

sq  ft 

2,056 

sq  ft 

Circulation 

sq  ft 

2nd  Floor 

sq  ft 

sq  ft 

Custodial 

sq  ft 

3rd  Floor 

sq  ft 

sq  ft 

Rest  Rooms 

sq  ft 

Other 

sq  ft 
sq  ft 

sq  ft 
sq  ft 

Mechanical 

sq  ft 

Totals 

2 

,056* 

2,056 

sq  ft 

*The  1,200  gross  square  footage  added  in  1977  not  included  in  the  original 
square  foot  cost 


GOLF      MAINTENANCE 
GARAGE 
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GOLF       MAINTENANCE 

2,056      SQ    FT      TOTAL 


REPAIRS,   RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 


GOLF  COURSE  MAINTENANCE 


Sq  Ft 

Date 

Description 

Added 

Cost 

1977 

The  State  Building  Commission  under  HB  1401,   Laws 
of  1977,  allocated  funds  to  enlarge  this  maintenance 
and  storage  area.     Brewer  and  Godbold,  Architects, 
Clarksdale,  Mississippi,  were  assigned  the  project. 
Cleveland  Lumber  Company,  Cleveland,   Mississippi, 

was  the  installing  contractor. 

1,200 

$   12,324 
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HISTORICAL  DATA  AS  OF  JANUARY  1  ,    1982 
GOLF  COURSE  MAINTENANCE 


Golf  Maintenance  is  a  metal  building  designed  to  house  golf  course 
maintenance  equipment  and  supplies. 

The  Delta  State   maintenance  crew  installed  electricity  to  the  building 
in  1968.     The  building  was  enlarged  in  1978  to  add  additional  storage  for 
added  equipment. 


XLTA  STATE 


-■-    A,? 


u 


IP-S- 


■«>.  •-  .-* 
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THE  GREENHOUSE 


■HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 

THE  GREENHOUSE 

The  Greenhouse,  as  a  building,  was  originally  designed  and  constructed 
shortly  after  World  War  II  by  Mr.  Joseph  A.  Wilson,  Superintendent  of  Build- 
ings and  Grounds.     It  was  located  to  the  west  side  of  the  Doolittle  Building 
for  use  as  a  plant  laboratory  by  the  Biological  Science  Department.    With  the 
construction  of  Bailey  Science  Hall  in  1951,   Mr.  Wilson  and  his  crew  moved 
the  Greenhouse  to  the  west  side  of  this  new  building.     Use  of  the  Greenhouse 
by  the  Biological  Science  Department  diminished  over  the  years  and  particularly 
with  the  advent  of  the  new  R.   L.  Caylor  Science  Hall  built  in  1971.     Caylor 
Hall  included  a  built-in  greenhouse  area  located  on  the  second  floor,   south 
end . 

The  "old"  Greenhouse,  while  located  near  Bailey  Science  Hall,  was  gradu- 
ally taken  over  by  several  faculty  members  interested  in  rooting  yard  and  garden 
plants  and  in  protecting  certain  plants  from  winter  weather. 

In  1981,  this  "old"  Greenhouse  was  demolished  to  make  room  for  addi- 
tional parking  to  accommodate  the  major  renovation  of  Bailey  Science  Hall 
to  Bailey  Hall  to  be  used  for  administrative  and  classroom  use. 
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Mr.    Hugh  C.    Smith,    Financial   Secretary   and  Business  Manager,    and  Mrs. 
Edith  Fuller,    Director  of  Student   Health  Services   at    the   time,    inspect  plans 
and   site   for   the  new  Health  Services   facility . 
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Architect: 


HEALTH  SERVICES 


Original  Data 


McRae ,   Dardaman  &  Kennington 
Grenada,   Mississippi 


Total  Cost 


$     30,583 


Sg  Ft  Cost 
$        3.57 


General  Morton  Construction  Co. 

Contractor:  Greenwood,  Mississippi 


$  510,667 


$      59.63 


Mechanical 
Contractor: 


Electrical 
Contractor: 


Welco  Plumbing  Co.  ,  Ethel,  Miss.     Included  in  General 
Completed  by  Upchurch  Plumbing  Co. 
Greenwood,  Mississippi 


Overly  Electric  Co. 
Greenwood,  Mississippi 


Included  in  General 


Other: 

Totals: 
Year  Completed: 
Source  of  Funds: 


Movable  furniture  and  equipment  $     33 ,  750  $        3 .  94 

$  575,000  $      67.14 

1975 

State  Legislature,   HB  1280,    1971,   $  392,000;  HEW,  Title  I, 
College  Facilities  Act,   Project  4-4-006  75-0,    1972,  $   183,000 


Principal  Use: 


University  health  services 
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TECHNICAL  DATA  AS  OF  JANUARY  1  ,    1982 


HEALTH  SERVICES 
Floor  Plan  Footage 


HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


Other  Areas 
Circulation      2,519     sq  ft 
Custodial  519     sq  ft 

Rest  Rooms  435      sq  ft 

Mechanical  524     sq  ft 

3,997      sq  ft 
Utilities 
Type:        Gas  water  boiler  No.  of  Units:        2 

Unit  Manufacturer:         Cleaver  Brooks 

Capacity  Each  Unit:    Input       500,000      Output     400,000 
Controls  Each  Unit:        Unitrol 


Gro 

ss  Area 

As 

si 

qnablf 

2  Area 

1st  Floor 

8,564 

sq  ft 

4 

,567 

sq  ft 

2nd  Floor 

sq  ft 

sq  ft 

3rd  Floor 

sq  ft 

sq  ft 

Other 

sq  ft 

sq  ft 

sq  ft 

Totals 

8,564 

4 

,567 

sq  ft 

Type:      Chilled  water 

Unit  Manufacturer:         Trane 


No.  of  Units:         1 


Capacity  Each  Unit:      40  Tons 

Controls  Each  Unit:        Penn  Controls 

Type:      Natural  gas  No.  of  Units:  1 

Unit  Manufacturer:      Pressure  Vessel 

Size:      125  Gallons         Gas  Burning  Capacity:     400,000 

Controls  Each  Unit: 

Type:      Pneumatic 

Manufacturer:      Johnson  Control  Company 


HEALTH        SERVICES 
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,564       SQ     FT      TOTAL 


355 


HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 
HEALTH  SERVICES 


Health  Services  as  a  facility  of  Delta  State  University  has  been  domiciled 
in  many  locations  on  the  campus.     In  the  1930s  and  1940s,  this  service  was 
located  on  the  third  floor  of  Taylor  Hall,  a  dormitory  for  women.     During  the 
1950s  and  1960s,  this  service  was  located  on  the  first  floor  of  Taylor  Hall. 
During  the  early  1970s  and  up  to  1975,  the  second  floor  east  wing  of  Ward 
Hall  (a  dormitory  for  women  being  used  as  office  space  for  a  part  of  the  School 
of  Education)  was  converted  to  use  for  Health  Services. 

The  advent  in  1975  of  the  new  Health  Services  building  gave  Health  Ser- 
vices a  long  desired  permanent  home.     The  current  Health  Services  facility  is 
first  class  with  nurses  on  duty  twenty-four  hours  each  day.     The  facility  has 
eleven  patient  rooms  with  22  beds  and  all  other  adjunct  facilities  necessary 
to  furnish  the  primary  health  needs  of  the  student  body. 

Though  it  was  fifty  years  before  the  institution  had  a  health  services  build- 
ing. Delta  State  University  has  always  been  concerned  about  the  welfare  of 
students  and  has  had  well  qualified  doctors  and  nurses  to  care  for  students. 
As  early  as  1926-27,  the  second  year  of  operation,    students  paid   a  "Physi- 
cians Fee"  of  $  2.00  per  quarter  or  $  6.00  per  year.     Drs  .   McLean,  Carpenter, 
and  Wiggins  served  on  a  contract  basis  giving  physician  services  certain 
hours  daily  to  the  more  complicated  health  needs  of  students.     Other  physi- 
cians through  the  years  have  included  Drs.  Ringold,  Russell,  and  Fitzgerald. 
Presently  the  Cleveland  Clinic  consisting  of  Drs.  Austin,   Lindsey,  and  Milam 
administer  similar  services  under  contract  to  the  University. 

In  1935  Kate  Smith,  R.  N.,  was  named  supervisor  of  infirmary  services. 
She  was  followed  by  Ruth  Steen,  R.  N.  ,   in  1938.     In  1945  Miss  Steen  took 
military  leave  of  absence,  and  due  to  a  shortage  of  registered  nurses, 
"hostesses"  were  employed  for  Infirmary  services  during  the  war  years.     Other 
well-remembered  nurses  include  Buena  Stephens,  Virginia  Spivey,   Macey  Jo 
Wright,  Bennie  Vaughn  Roberts,  Annie  Mae  Neal,  Bessie  H,  Smith,  Edith 
Fuller,  and  presently,  Brenda  Heflin. 
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Architect: 


CENTRAL  HEATING  PLANT    (Converted,    1978) 
Original  Data 

Total  Cost  Sq  Ft  Cost 


C.   H.   Lindsey 
Jackson,   Mississippi 


Unknown 


General 
Contractor: 


Currie  &  Corley 
Raleigh,  Mississippi 


$     18,600' 


$      12.49 


Mechanical 
Contractor: 


S.  S.  Richard 
(Address  unknown) 


Unknown 


Electrical  Southern  Electric  Co. 

Contractor:  Hazelhurst,  Mississippi 


Unknown 


Other: 

Totals: 
Year  Completed:        1929  ■ 
Source  of  Funds:        State  Legislature  1928 


$     1R,600 


$      12.49 


Principal  Use: 


Generate  steam  heat  for  all  campus  buildings  and  steam  for 
laundry  equipment 


'initial  inventory  value  as  established;  original  contract  amounts  unknown 


TECHNICAL  DATA  AS  OF  JANUARY  1  ,    1982 


Gross  Area 


CENTRAL  HEATING  PLANT   (Converted,    1978) 
Floor  Plan  Footage 
Assignable  Area 


Other  Areas 


1st  Floor 
2nd  Floor 
3rd  Floor 
Other 
Totals 

HEAT 


3,088  sq  ft 
sq  ft 
sq  ft 
sq  ft 


1,560  sq  ft 
sq  ft 
sq  ft 

sq  ft 


Circulation 
Custodial 
Rest  Rooms 


0     sq  ft 

0     sq  ft 

39      sq  ft 


3,088      sq  ft 


1,560     sq  ft 


Mechanical      1 ,489     sq  ft 
1,528      sq  ft 


Utilities 


Type:        Natural  gas  steam  boilers      No.  of  Units:      3 

Unit  Manufacturer:     Kewanee 

Capacity  Each  Unit:    Input  Output 

Controls  Each  Unit:       1  -  50  HP;  2  -  150  HP;  100  W.S.P, 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


Type:       None 
Unit  Manufacturer: 
Capacity  Each  Unit: 
Controls  Each  Unit: 
Type:      None 
Unit  Manufacturer 


No.  of  Units: 


No.  of  Units: 


CONTROLS 

FOR 

BUILDING: 


Size:  Gas  Burning  Capacity: 

Controls  Each  Unit: 

Type: 

Manufacturer: 


The  1,599  gross  square  footage  added  in  1939  not  included  in  the  original 
square  foot  cost 


CENTRAL  HEATING  PLANT   a   LAUNDRY   STORAGE 

3,088     3Q    FT    TOTAL 
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REPAIRS,   RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 

CENTRAL  HEATING  PLANT     (Converted,    1978) 


Sq  Ft 

Date 

Description 

Added 

Cost 

1939 

Storage  and  rest  room  facilities  were  added  to  the  west 
side  of  the  Heating  Plant  building  by  Mr.  Joseph  A. 
Wilson,  Superintendent  of  Buildings  and  Grounds,  and 
the  campus  maintenance  crew  to  accommodate  laundry 
operations.     The  project  was  paid  for  with  University 

funds . 

1,599 

$  12,500 

1943 

Additional  equipment  was  purchased  and  installed  in 

the  building  by  Delta  State  University  personnel. 

1,800 

1946 

Mr.   Lavell  Hendricks  ,  Cleveland,   Mississippi,  was 
employed  to  run  a  4"  gas  line  from  Highway  8  south 
to  the  Heating  Plant  boiler  room  to  upgrade  the  campus 

heating  system. 

2,500 

1947 

The  State  Building  Commission,   under  HB  722,   Laws  of 
1948,  authorized  funds  for  general  repairs  to  the  heatinc 
plant,  boiler,  and  a  second  addition  to  the  west  side 
of  the  building  to  further  accommodate  laundry  opera- 
tions .     This  area  became  the  distribution  point  for 
student  laundry  bundles.     Mr.  Joseph  A.  Wilson  and 

f 

his  maintenance  crew  did  the  construction  work. 

18,530 

1954 

Electric  controls  were  installed  in  the  Heating  Plant 
by  Mr.  Joseph  A.  Wilson  to  replace  the  manual  opera- 
tion of  cutting  the  boilers  on  and  off.     The  purchase 
of  the  equipment  was  funded  by  Delta  State  University 

funds. 

4,500 
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HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 

CENTRAL  HEATING  PLANT  (Converted,    1978) 


A  concrete  block  utility  structure,   the  heating  plant  housed  three  gas- 
fired  boilers.     This  central  heating  facility  originally  furnished  heat  and  hot 
water  for  Scott  Dining  Hall,  Ward  Hall,  Cleveland  Hall,  Broom  Administration 
Building,  Hardee  Hall,  Taylor  Hall,  Hill  Demonstration  Building,  Dooiittle 
Hall,   Roberts  Memorial  Library,  and  Whitfield  Gymnasium  and  power  for  the 
laundry. 

Modern  heating  innovations  resulted  in  a  number  of  buildings  being  "cut 
away"  from  the  Plant.     In  1968,  the  Heating  Plant  furnished  heat  to  Ward  Hall, 
Scott  Hall,  Cleveland  Hall,  Taylor  Hall,   Hardee  Hall,  Dooiittle  Hall,  and 
Whitfield  Gymnasium  and  power  for  the  laundry.     In  1976,  the  last  building 
(Whitfield  Gymnasium)  was  cut  away  from  the  Central  Heating  Plant  and  for 
a  while  it  only  served  the  laundry.     This  was  discontinued  in  January,   1978, 
and  the  Heating  Plant  no  longer  had  a  functional  purpose  on  the  campus. 

With  the  completed  installation  of  a  steam  boiler  in  the  laundry  in  January 
1978,  funded  by  the  State  Building  Commission  under  HB  3044,  Laws  of  1976, 
the  Central  Heating  Plant,  having  served  the  institution  for  forty-eight  years, 
was  permanently  cut  off.     Its  innards--boilers  and  controls  along  with  the 
sixty-foot  smoke  stack  that  served  this  facility  and  the  storage  area  that  had 
become  a  lean-to  part  of  the  building  joining  it  on  the  west  side  were  removed 
by  Mr.  A.  J.  Bush,  Sunflower  City,  for  $  1,750.    All  of  this  was  done  to  make 
ready  for  the  renovation  of  the  old  original  heating  plant  building  and  construc- 
tion of  the  chapel  and  bell  tower. 

Since  the  heating  plant  was  the  last  of  what  was  considered  part  of  the 
original  campus,  it  was  decided  to  salvage  the  building  and  convert  it  to  a 
small  chapel.    With  an  allocation  of  $  85,000  from  the  State  Building  Com- 
mission in  1977  and  a  generous  gift  by  Mrs.  Walter  (Lena  Roberts)  Sillers  of 
$  85,000,  the  old  heating  plant  was  completely  renovated  in  1978  into  a 
chapel  to  bear  the  name  "Lena  Roberts  Sillers  Chapel,"  with  a  70  foot  bell 
tower  to  house  the  "West  Carillon"  and  a  beautiful  garden  and  courtyard  as 
part  of  this  total  facility.     This  perpetuated  an  original  campus  building,  gave 
recognition  to  a  family  that  supported  and  influenced  Delta  State  University 
through  the  years  and  gave  students,  faculty,  and  staff  a  place  for  quiet 
meditation,  worship,  weddings,  memorials,  and  other  religious-related 
activities . 
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Central   Heating  Plant   grounds  being   used   for  barbecuing 
chicken   on   a  Delta   Council    day. 
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CAMPUS  LANDS  OWNED  AS  OF  FEBRUARY  24,    1982 
ORIGINAL  DONATED  SITE  AND  LANDS  PURCHASED 


2-24-S2 


Purchased   From 
Description 

Section 

Town  - 
ship 

Range 

No.    of 
Acres 

Amount 
Paid 

Deed 
No. 

Lot 
Ho. 

Block 
Ho. 

4-24 

Bolivar  County  Agri- 
culture  High   School 
Donated 

20 

22 

5W 

20.00 

$        -0- 

3181 

8-24 

Bolivar  County   Board 
of  Supervisors 

17 

21N 

5W 

80.00 

-0- 

3182 

4-24 

Roberta   P.    Smith   & 
J .    L .    Smi th 

20 

21 

5W 

20.00 

(6,000) 

3183 

9-24 

Hugh   D.    Todd 

20 

22N 

5W 

6.00 

-0- 

3184 

5-26 
4-29 

Ivy  G.    Hill 

Roberta   P.    Smith   & 
J .    L.    Smi th 

17   &    20 
20 

22 
22 

5W 
5W 

9.00 
10.00 

3,000. 
3,000. 

3714 
870 

2  College 
Hgts  Ac 

-47 

H.    M.    Ward   & 
Bessie  Ward 

20 

22 

5W 

8.87 

5,322. 

1811 

7-47 

H.    M.    Ward  & 
Bessie  Ward 

20 

22N 

5W 

3.45 

2,500. 

3647 

-61 

Marjorie  Ward  Johnston, 
Angus    Ta_,j.or,    Jr., 
Harry  M.    Ward,    Jr. 
Marian  S.    Ward 

20 

22N 

5W 

14.89 

50,000. 

3331 

5-62 

City   of  Cleveland 

20 

22N 

5W 

5.21 

32,000 

361 

-62 

Delta   State  College 

17 

22N 

5W 

-4.30 

-0- 

2412 

Bolivar  County 

17 

22N 

5W 

2.20 

-0- 

2412 

1-62 

Harry  M.    Ward,    Sr .  , 
Harry  M.    Ward,    Jr., 
Virginia   Ward  Taylor, 
Marjorie  Ward  Johnston 

17 

22N 

5W 

6.63 

21,000. 

2657 

0-66 

H.    M.    Ward,    Jr. , 
Virginia   Ward   Taylor, 
Marjorie  Ward  Johnston, 

17 

22N 

5W 

1.07 

5,000. 

5509 

22,24, 

26 

Marva  Pai 
.Addition 

CAMPUS  LANDS  OWNED  AS  OF  FEBRUARY  24,    1982 
ORIGINAL  DONATED  SITE  AND  LANDS  PURCHASED 


2-24-82 


Date 

of 
Deed 


Purchased  From 
Description 


Section 


Town  - 
ship 


Range 


11-9-67     Harry  M.    Ward,    Jr., 

Virginia   Ward  Taylor, 
Marjorie  Ward  Johnston 

6-10-68      Harry  M.    Ward,    Jr., 

Virginia   Ward  Taylor, 
Marjorie  Ward  Johnston 

1-1-69        Harry  M.    Ward,    Jr., 

Virginia   Ward   Taylor, 
Marjorie  Ward  Johnston 

10-21-68   Paul   Belenchia, 
Walter  Herbison 

1-3-70        Ruth  P.    Weeks  Prewitt, 
James  Prewitt 

9-3-72        Harry   M.    Ward,    Jr., 

Virginia   Ward   Taylor, 
Marjorie  Ward   Johnston 


9-3-72        H.    M.    Ward  Lumber  Co. 


10-17-72  Lloyd  Brown, 

Josephine  Brown 


1-22-73     Charles  S.    Minyard, 
Virginia   C.    Minyard 


1-13-79      Judd  F.    Allen 


Totals    to   2-24-82 
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17   &    20 


20 


17 


17 


17 


20 


20 


17 


17 


20 


22N 


22N 


22N 


22N 


22N 


22N 


22N 


22N 


22N 


22N 


5W 


5W 


5W 


5W 


5W 


5W 


5W 


5W 


5W 


5W 


No.    of 
Acres 


Amount 
Paid 


63.26 


11.39 


5.42 


.26 


.22 


11.33 


.26 


.21 


.40 


276.33 


290,950 


56,950. 


27 ,100. 


11,850. 


6,500. 


145,000. 


$    1,000. 


18,500 


18,500 


50,000 


$748 ,172. 


Deed 
No. 


7290 


3274 


301 


4092 


1680 


3026 


3027 


3201 


252 


3330 


Lot 
No. 


16 


74 


LAUNDRY 


Architect: 


General 
Contractor: 


Mechanical 
Contractor: 


Original  Data 


Joseph  A.  Wilson,  Supt.  Buildings 
and  Grounds  ,  Delta  State  University 
Cleveland,  Mississippi 

Operations  and  Maintenance  Dept. 
Delta  State  University 
Cleveland,   Mississippi 

Included  in  General 


Total  Cost 


SqFtCost 


$    26,57! 


$       7.29 


Electrical 
Contractor: 


Included  in  General 


Other: 


$    26,578 


Totals: 
Year  Completed:  1949 

Source  of  Funds:       State  Building  Commission,   HB  722,  Laws  of  1948, 


$       7.29 


Principal  Use:  University  laundry 
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TECHNICAL  DATA  AS  OF  JANUARY  1  ,    1982 
LAUNDRY 


Floor  Plan  F 

ootaqe 

Gross 

Area 

As 

siqnable  Area 

Other 

Ar 

eas 

1st  Floor 

5,193 

sq  ft 

4,679 

sq  ft 

Circulation 

50 

sq  ft 

2nd  Floor 

sq  ft 

sq  ft 

Custodial 

sq  ft 

3rd  Floor 

sq  ft 

sq  ft 

Rest  Rooms 

144 

sq  ft 

Other 

sq  ft 
sq  ft 

sq  ft 
sq  ft 

Mechanical 

320 
514 

sq  ft 

Totals 

5,193* 

4,679 

sq  ft 

Utilities 

HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


Type:      Water  tube  No.  of  Units:     1 

Unit  Manufacturer:        Cleaver  Brooks 

Capacity  Each  Unit:    Input     6,000,000      Output      4,500,000 

Controls  Each  Unit:     Electric 

Type:      Roof  fans  No.  of  Units:        4 

Unit  Manufacturer:      Unknown 

Capacity  Each  Unit: 

Controls  Each  Unit: 

Type:    Steam  No.  of  Units:     1 

Unit  Manufacturer:      Ace  Tank  and  Heater  Co. 

Size:     750  Gallons         Gas  Burning  Capacity:  Steam  heated 

Controls  Each  Unit:      Electric 

Type:    None 

Manufacturer: 


The  1,548  gross  square  footage  added  in  1965  and  1976  not  included  in  the 
original  square  foot  cost. 


SCALE 


LAUNDRY 


LAUNDRY 
=188 


LAUNDRY 
3,400 


ENTR 

50 


^ORlilMAL.  £iUILQLt/G 


5,193  SO  FT  TOTAL 
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REPAIRS,  RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 

LAUNDRY 


Date 


Description 


Sq  Ft 
Added 


1952  The  purchase  of  additional  equipment  was  installed  in 

the  laundry.     One  item,  a  large  washer,  was  acquired 
through  the  Surplus  Property  Commission.     The  unit 
had  to  be  picked  up  at  Camp  Shelby,  Hattiesburg, 
Mississippi.     Mr.  Roy  Wiley,  member  of  the  Science 
Department  at  Delta  State  University,  drove  a  truck 
down  to  pick  up  the  washer.     Once  loaded,  the  truck 
axel  broke,  and    Mr.    Joseph  A.  Wilson,  Superinten- 
dent of  Buildings  and  Grounds  had  to  send  another  truck 
to  rescue  Mr.  Wiley  and  pull  the  broken-down  vehicle 
with  the  unit  back  to  Cleveland. 

1965  Mr.  Joseph  A.  Wilson,  Superintendent  of  Buildings  and 

Grounds,  and  his  maintenance  crew,  out  of  Delta 
State  University  funds,  added  988  square  feet  of  space 
to  the  south  side  of  the  laundry  building  to  house 
additional  equipment  to  accommodate  an  increasing 
student  enrollment. 

1976  The  State  Building  Commission,  under  HE  3044,  Laws 

of  1976,  and  balances  in  HB  1288,   Laws  of  1975, 
authorized  an  addition  of  560  square  feet  to  the 
Laundry  and  the  purchase  of  a  steam  boiler.     Philip 
A.  Vazzana,  Greenville,  Mississippi,  was  the  archi- 
tect for  the  addition  with  Roy  Collins  Construction 
Co.,  Cleveland,   Mississippi,  doing  the  construction 
work  at  $  36,083.     Thomas  and  Vest,  Starkville, 
Mississippi,  were  the  engineers  with  Clovis  Harden 
Plumbing  Co.,  Grenada,  Mississippi,   supplying  and 
installing  the  boiler.    The  installation  was  com- 
pleted in  1978. 

The  purchase  of  the  boiler  eliminated  any  further  use 
of  the  Central  Heating  Plant  as  a  heating  facility.  It 
was  later  converted  to  the  Lena  Roberts  Sillers  Chapel. 


988 


Cost 


4,857 


7,000 


5  60 


76,083 
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REPAIRS,   RENOVATIONS.  AND  ADDITIONS  AS  OF  JANUARY  I.    1982 


LAUNDRY 


Date 


1976 


Description 


The  same  law  authorizing  the  above  addition  and 
changes  also  authorized  the  re-roofing  of  the  laundry 
building.     This  work  was  done  by  B .  C.  Rogers  Con- 
struction Co .  ,  Jackson,  Mississippi. 


Sq  Ft 
Added 


Cost 


$   12,215 
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HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 
LAUNDRY 


The  appropriation  by  the  1926  Legislature  of  $  170,000  for  permanent  im- 
provements included  funds  to  be  used  to  build  a  laundry.     Contracts  for  build- 
ings erected  by  this  appropriation  were  let  August  10,   1926.     The  laundry  was 
completed  and  modern  machinery  for  that  time  installed  in  early  1927.    This 
original  building  was  erected  in  the  vicinity  of  what  is  now  the  Student  Health 
Services  building.    After  its  use  as  a  laundry,  the  building  became  the  head- 
quarters for  the  Campus  Maintenance  Department. 

When  this  original  campus  laundry  became  inadequate  and  its  use  converted 
to  the  Operation  and  Maintenance  Headquarters,   student  laundry  bundles  were 
handled  by  outside  contractors  for  a  period  of  time.    The  processed  bundles 
were  delivered  to  a  central  point  on  the  campus  and  picked  up  by  the  students. 
At  different  times  these  pick-up  points  were  on  the  bottom  floor  of  Taylor  Hall, 
south,  and  the  west  side  of  the  original  central  heating  plant,    Mr.  Clyde 
Westbrook,  Cleveland,  Mississippi,  who  was  mayor  of  Cleveland  at  one  time 
and  also  owner  of  the  Cleveland  Laundry,  was  one  of  the  contractors  for 
processing  the  laundry.    The  Rosedale  Laundry,  Rosedale,  Mississippi,  was 
also  one  of  the  later  contractors. 

In  the  late  1930s  or  early  1940s,  Mr.  Joseph  A.  Wilson,  with  the  help  of 
the  College  Maintenance  crew  erected  a  laundry  facility  as  an  adjunct  to  the 
west  side  of  the  Heating  Plant.    With  the  influx  of  students  after  World  War  II, 
this  facility  became  inadequate  and  in  1949  the  College  Laundry  as  a  new 
separate  building  was  constructed  by  Mr.  Joseph  A,  Wilson,  Superintendent  of 
Buildings  and  Grounds,  and  his  maintenance  crew.    The  laundry  building  under- 
went a  number  of  additions  in  size  and  equipment.     It  was  the  last  facility 
being  served  by  the  Central  Heating  Plant,  being  cut  loose  in  January,   1978, 
leaving  it  with  a  new  steam  boiler  of  its  own.     This  released  the  Central 
Heating  Plant  for  renovation  into  the  Lena  Roberts  Sillers  Chapel. 

The  Laundry  operates  for  the  benefit  of  the  campus  resident  students, 
faculty,  and  staff  members.    Weekly  bundles  are  allowed  with  payment  made 
on  a  semester  basis  by  the  students  included  in  the  basic  room,  board,  and 
laundry  charges  as  Living  Expenses. 
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Architect: 


THE  MILL  (Demolished,   1973) 


Original  Data 


Total  Cost  Sq  Ft  Cost 


United  States  Government 

World  War  II  Surplus  Property  Building 


General 
Contractor: 


Reed  Construction  Co, 
Jackson,  Mississippi 


$        1,500 


22 


Mechanical  Included  in  General 

Contractor: 


Electrical 
Contractor: 


Included  in  General 


Other: 

Totals: 
Year  Completed:         1947' 
Source  of  Funds:        State  Building  Commission 


$        1,500 


,22 


Principal  Use: 


Originally  auxiliary  classrooms;  later  bookstore,  post  office, 
grill,  recreation,  storage,  and  back  to  classroom 


TECHNICAL  DATA 


THE  MILL    (Demolished,    1973) 


Floor  Plan  F 

ootaqe 

Gross  Area 

Assignable  Area 

1st  Floor 

6,802 

sq  ft 

5,868 

sq  ft 

2nd  Floor 

sq  ft 

sq  ft 

3rd  Floor 

sq  ft 

sq  ft 

Other 

sq  ft 
sq  ft 

sq  ft 

Totals 

6,802 

5,868 

sq  ft 

Utiliti 

as 

HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


Type:      Space  heaters 

Unit  Manufacturer: 

Capacity  Each  Unit:    Input 

Controls  Each  Unit: 

Type:     Direct  expansion 

Unit  Manufacturer:      Curtis 

Capacity  Each  Unit:      16  tons 

Controls  Each  Unit: 

Type: 

Unit  Manufacturer 


Other  Areas 

Circulation           672  sq  ft 

Custodial  sq  ft 

Rest  Rooms           160  sq  ft 

Mechanical          102  sq  ft 

934  sq  ft 

No.  of  Units: 

Output 

No.  of  Units:      1 


No.  of  Units: 


CONTROLS 

FOR 

BUILDING: 


Size:  Gas  Burning  Capacity: 

Controls  Each  Unit: 

Type: 

Manufacturer: 


20  15  10  5  0 


SCALE 


CLASS  RM. 
847'* 


HALL 


OFFICE 


OFFICE 

6  0-" 


HALL 


4i>o 


6,802  SO  FT  TOTAL 


PORCH 
222* 


I 


MACHINE    RM 
I02* 


1381 


CLASS  RM. 


CLASS  RM. 

1140'* 


CLASS  RM. 

1184  <* 


HE  MILL 
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REPAIRS,   RENOVATIONS,   AND  ADDITIONS 

THE  MILL    (Demolished,    1973) 


Date 


Description 


1951        The  State  Building  Commission  authorized  funds  to 

convert  this  war  surplus  auxiliary  classroom  space  to 
a  student  center  and  brick  veneered  the  entire  building. 
Wherry  Construction  Co.  ,  Cleveland,  Mississippi, 
was  the  contractor  for  the  job. 

1958       The  State  Building  Commission  authorized  funds  to 

establish  a  more  serviceable  grill  for  the  center  with 
Westbrook  Manufacturing  Co.  of  Jackson,   Mississippi, 
doing  the  layout  and  furnishing  the  equipment. 

1966       The  building  was  vacated  as  a  student  center,  and, 
with  the  help  of  a  campus  crew,  a  storage  area  and 
make-shift  classroom  areas  for  the  Department  of 
Business  were  constructed. 


Sq  Ft 
Added 


Cost 


$  36,860 
I 


10,000 


2,000 
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HISTORICAL  DATA  AS  OF  JANUARY  2,    1982 

THE  MILL    (Demolished,    1973) 


The  Mill  was  likened  to  an  "old  soldier  that  never  dies."    Originally  the 
structure  was  a  mess  hall  at  Camp  McCain,  Grenada,   Mississippi.    A  war- 
surplus  building,  it  was  moved  to  the  Delta  State  campus  in  194  7  and  reno- 
vated to  house  laboratories  for  biology  and  physics.     Lecture  classrooms  for 
the  sciences  at  that  time  were  located  next  door  in  Doolittle  Hall.    In  1952 
the  interior  was  remodeled  to  house  the  bookstore,  post  office,  and  a  recrea- 
tion room.     The  entire  building  was  brick  veneered.    A  student-wide  contest 
was  held  to  select  a  name.     The  award,  a  steak  dinner  for  two,  went  to  the 
student  who  suggested  "The  Mill."    The  name,  in  addition  to  the  activity 
connotation,  honored  the  beloved  manager  of  the  center,  Mrs,  Jeff  Miller, 
and  the  then  president  of  the  Student  Government  Association,  Mills  Rogers. 

In  1966,  Scott  Hall  was  converted  into  the  student  center,  and  The  Mill 
was  again  vacated.    After  serving  a  brief  time  as  a  storage  center,  the  "old 
soldier"  saw  new  service  when  it  was  renovated  as  temporary  housing  for 
the  Division  of  Business  and  Economics  in  the  fall  of  1967. 

Continuing  to  be  a  maintenance  problem.  The  Mill  was  demolished  in 
1973  by  Mr.  J.  A.  Bush,  Sunflower  City,  Mississippi,  to  accommodate 
parking  for  the  new  W.  B.  Roberts  Library. 


Mrs.  Jeff  Miller 


Mills  Rogers 
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The   tree-lined  campus  drive  in  front  of  Whitfield  Gymnasium  was   the 
setting  for  many  Delta   Council   barbecued  chicken  noon  meals.      Buildings   in 
the  background  are  Taylor  Hall,   Doolittle,    and  The  Mill. 
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Architect: 


PHYSICAL  PLANT  HEADQUARTERS 

Original  Data 

Total  Cost 

McRea  ,  Dardaman  &  Kennington  $    2  8,751 

Grenada,  Mississippi 


SqFtCost 
$  .94 


General  Roy  Collins  Construction  Co, 

Contractor:  Cleveland,  Mississippi 


$479,185  $     15.67 


Mechanical 
Contractor: 


Walsh  Plumbing  Co. 
Jackson,   Mississippi 


Included  in  General 


Electrical  Powell  Electric  Co. 

Contractor:  Cleveland,  Mississippi 


Included  in  General 


Other: 

Totals: 
Year  Completed:  1974 


Furniture  and  equipment 


■-^    41,564 
$  549,500 


$        1-36 

$       17.97 


Source  of  Funds:  State  Legislature ,   HB1280,    1971,  $  508 ,  000;  HB  952  ,    1974, 

$  41,500 


Principal  Use: 


Physical  plant  administration,  garages,  warehouse,  and 
storage 


TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 


PHYSICAL  PLANT  HEADQUARTERS 
Floor  Plan  Footage 
Gross  Area  Assignable  Area 

1st  Floor        37,959      sq  ft  34,879     sq  ft 


Other  Areas 


2nd  Floor 

sq  ft 

sq  ft 

3rd  Floor 

sq  ft 

sq  ft 

Other 

sq  ft 
sq  ft 

sq  ft 

Totals 

37 

959* 

34,879 

sq  ft 

Utilities 

HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


Circulation      2,755  sq  ft 

Custodial  0  sq  ft 

Rest  Rooms  325  sq  ft 

Mechanical     0  sq  ft 

3,080  sq  ft 


Type:      Natural  gas  furnace  No.  of  Units:     2 

Unit  Manufacturer:     Trane 

1  -  395,000  BTU  316,000  BTI 

Capacity  Each  Unit:    Input     1-300,000  BTU    Output    250,000  BTI 

Controls  Each  Unit:         Honeywell 

Type:      Direct  expansion  No.  of  Units:      2 

Unit  Manufacturer:     Trane 

Capacity  Each  Unit:        10  Tons;  7  1/2  tons 

Controls  Each  Unit:        Electronic,  Honeywell 

Type:      Natural  gas  No.   of  Units:     1 

Unit  Manufacturer  :      Rudd 

Size:      50  Gallons  Gas  Burning  Capacity:     96,000 

Controls  Each  Unit:     Unitrol 

Type:       Electric 

Manufacturer:     Honeywell 


The  7,376  gross  square  footage  added  in  1977  not  included  in  the  original 
square  foot  cost. 


PHYSICAL     PLANT 
HEADQUARTERS 
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REPAIRS,  RENOVATIONS.  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 


PHYSICAL  PLANT  HEADQUARTERS 


Date 


Description 


1977  The  State  Building  Commission  under  HB  1401  allo- 
cated $  65,000  to  create  more  storage  in  the  main 
headquarters  building  by  adding  a  second  floor, 
adding  shed  rooms  to  the  garage,  and  adding  a  small 
metal  building  for  storage  and  rest  room  facilities, 
along  with  door  changes,  fences,  and  painting.    The 
work  was  done  by  the  Physical  Plant  Department 
under  the  supervision  of  Mr,  Horace  L.   McCool, 
Director  of  the  Physical  Plant,  adding  5,600  square 
feet  to  the  main  headquarters  building  and    1,776 
square  feet  to  the  garage  and  storage  building. 

1978  The  State  Building  Commission  under  HB  1461,  Laws 
of  1978,  authorized  the  purchase  and  installation  of 
a  central  control  system  to  monitor  and  control  the 
use  of  gas  and  electricity  in  campus  buildings.    The 
unit  was  installed  in  the  Physical  Plant  Headquarters 
building.    G.  H.  Avery  Co.,  Memphis,  Tennessee, 
sold  the  system.     Mr.  Jerry  Beasley  of  North, 
Beasley  and  Swayze,  Jackson,  Mississippi,  was  the 
supervising  engineer.     Installation  was  completed  in 
1979. 


Sq  Ft 
Added 


Cost 


7,376 


$  65,000 


35,000 
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HISTORICAL  DATA  AS  OF  JANUARY  1  ,    1982 
PHYSICAL  PLANT  HEADQUARTERS 


For  many,  many  years  the  Physical  Plant  Headquarters,  composed  of  a 
frame  building  with  shop  area  and  small  office,  was  located  in  the  heart  of 
the  campus.     As  the  University  campus  grew  it  brought  about  additions  to 
this  facility  in  the  form  of  general  storage  and  garage  areas  .     Later  a  metal 
building  was  installed  to  the  rear  of  the  Headquarters  Building  to  house  sup- 
plies and  stored  furniture  and  equipment.     The  State  Building  Commission  on 
several  occasions  authorized  funds  for  these  additions.    Asbestos  siding  was 
added  to  the  frame  buildings  to  improve  looks  and  reduce  maintenance. 

It  became  evident  with  the  constant  growth  of  the  physical  campus  that 
the  headquarters  facility  had  to  be  moved.     The  question  arose  as  to  whether 
to  keep  its  location  in  the  general  area  north  of  the  cafeteria,  move  it  to  the 
west  of  the  cafeteria  location,  or  to  move  it  out  to  the  peripheral  area  of  the 
campus.     Funds  were  made  available  by  the  State  Legislature  in  1974,  and  the 
decision  was  made  to  make  a  permanent  location  of  the  facility  on  acquired 
property  on  Maple  Street  Extended  on  the  southwest  corner  of  the  campus. 

Mr.  Joseph  ^.  Wilson,  the  Superintendent  of  Buildings  and  Grounds  at 
the  time  and  having  been  so  for  some  forty  years,   set  out  to  lay  out  a  facility 
that  would  individualize  the  trade  areas  and  functions  necessary  to  orderly 
maintain  and  service  the  campus.     With  the  help  of  architects  McRea,  Darda- 
man  and  Kennington,  Grenada,  Mississippi,  this  was  accomplished.     A 
garage  was  added  for  the  rapidly  enlarging  motor  pool.     This  facility  was  com- 
pleted during  1976,  and  the  move  was  made  that  year.     The  old  facility  with 
the  exception  of  the  shop,  which  was  assigned  to  the  Department  of  Art  for 
sculpture,  was  torn  down.     The  new  physical  plant  complex  is  recognized  as 
the  best  organized  and  best  kept  facility  of  its  type  in  the  State  of  Mississippi. 

Mr.  Wilson,   having  served  as  Superintendent  of  Buildings  and  Grounds 
since  1938  and  having  served  as  Assistant  Superintendent  for  two  and  one-half 
years  under  Mr.  Jimmie  Sigler,  the  first  Superintendent  of  Buildings  and  Grounds 
for  Delta  State  University  and  who  came  in  1930,  retired  in  1977  after  forty 
years  and  three  months.     He  rendered  a  service  to  the  University  beyond  de- 
scription.   Being  a  self-made  man,  it  was  often  said  he  knew  more  about  the 
different  trades  than  any  man  in  Mississippi.     This  was  confirmed  many  times 
by  his  ability  to  cope  with  all  the  problems  of  maintaining,  building,  and 
servicin  T  the  University  campus. 

FoUowii,',  Mr.  Wilson  as  Director  of  the  Physical  Plant  was  Mr.  Horace  L. 
McCool,  the  .oimer  athletic  director  and  football  coach  for  Delta  State  Uni- 
versity.    Mr.  McCool  has  shown  a  keen  insight  in  the  organization  and 
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HISTORICAL  DATA  AS  OF  JANUARY  1  ,    1982 
PHYSICAL  PLANT  HEADQUARTERS 


continuation  of  maintaining  the  Delta  State  University  physical  plant  as  the 
best  kept  and  best  looking  campus  buildings  and  grounds  in  the  State  of 
Mississippi.     His  genuine  interest  in  and  loyalty  to  Delta  State  University, 
"The  Green  and  White"  as  he  refers  to  it,   is  supported  by  his  common 
sense  and  his  practical  approach  to  problems  as  they  occur,  and  his  =i.ppli- 
cation  of  a  home-spun  philosophy  makes  him  a  unique  and  interesting 
individual. 


--Mwifsxww*.;        _^  C^ 
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HISTORICAL  DATA  AS  OF  JANUARY  1  ,    1982 

THE  PUMP  HOUSE  (Demolished,    1978) 

The  Pump  House  was  a  brick  structure  completed  in  1927  at  a  cost  of 
$  25    000      Funds  came  from  the  appropriation  by  the  Legislature  in  1926  for 
which  contracts  were  let  August  10,    1926.     The  Pump  House  contract  called 
for  120  working  days  with  150  days  damage  limits.    The  installation  of  the 
facility  was  part  of  the  underground  sewerage  system  installed  to  serve  the 
needs  of  the  entire  campus. 

The  Pump  House  housed  a  combination  of  pumping  and  cholorinating  equip- 
ment connected  to  the  concrete  septic  tank  that  received  all  campus  sewerage. 
The  pumps,   located  in  the  tanks,  pumped  excess  water  up  and  out  and  from 
there  it  flowed  into  Pecan  Bayou  located  to  the  west  side  of  the  campus. 

As  the  campus  grew,  this  system  became  antiquated,  and  in  the  early  1940s 
all  campus  sewerage  was  connected  and  entered  into  the  City  of  Cleveland 
system      With  this  conversion,  the  Pump  House  became  a  storage  facility 
until  it  was  demolished  in  1978  to  make  room  for  renovation  and  conversion  of 
the  Heating  Plant  to  the  Lena  Roberts  Sillers  Chapel  and  the  construction  of  a 
bell  tower  and  patio  garden. 


SCALE 


OLD     PUMP  HOUSE 
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Getting  ready  for  Delta  Council  Day 


RECREATIONAL  PARK 


HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 


RECREATIONAL  PARK 

With  a  growing  number  of  campus  organizations  and  the  holding  of  a  variety 
of  summer  camps,  clinics,  workshops,  et  cetera,  it  became  apparent  that  a 
"picnic  area"  on  the  campus  would  serve  many  purposes. 

In  1975,  the  State  Building  Commission,  under  HB  288,  authorized  $  65,000 
for  "Improvements  to  Intramural  Fields."    Within  this  total  project  was  the 
addition  of  four  well-lighted  tennis  courts,  two  outdoor  basketball  courts,  four 
Softball  fields,  two  tag  football  fields,  and  a  "picnic  area." 

It  became  evident  that  $  65,000  would  not  be  sufficient  to  fund  this  total 
project.    In  1977,  the  State  Building  Commission,  under  HB  1401,  allocated  an 
additional  $  70,000  as  a  "Supplement  to  Improvements  to  Intramural  Fields." 

Once  the  various  playing  fields,  tennis  courts,  and  basketball  courts  were 
under  contract,  there  were  not  sufficient  monies  left  to  accept  the  alternate  bid 
proposal  for  the  "picnic  area."    Mr.  Horace  McCooi,  Director  of  the  Physical 
Plant,  felt  he  could  take  the  project  fund  balance  and  construct  this  facility  by 
using  local  and  campus  labor  and  with  Delta  State  University  purchasing  the 
equipment  and  materials.    This  he  did  by  using  Mr.  Billie  Davis,   local  carpen- 
ter.   When  the  project  was  completed  he  had  saved  some  40%  under  the  original 
low  bid  proposal  and  had  stayed  within  the  total  funds  available. 

The  area  has  been  utilized  for  many  occasions.     Particularly  during  the 
summer  months  married  students  who  live  to  the  east  and  west  of  this  area  enjoy 
the  park  for  hamburger  cook-outs  and  recreation  for  their  children. 
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Architect: 


SCOTT  HALL  (Incorporated  in  The  Union,    1975) 

Original  Data  

Total  Cost  SqFtCost 


C.  H.  Lindsley 
Jackson,   Mississippi 


Unknown 


General 
Contractor: 


Currie  &  Corley 
Raleigh,  Mississippi 


$     75,000 


$        8.02 


Mechanical 
Contractor: 


S.  S.  Richard 
Franklin,   Louisiana 


Unknown 


Electrical  Southern  Electric  Co. 

Contractor:  Hazelhurst,   Mississippi 


Unknown 


Other: 

Totals: 
Year  Completed:         1929 
Source  of  Funds:        State  Legislature    1928 
Principal  Use:  Dining  hall 


$      75,000 


$        3.02 


Inventory  value  as  established;  original  contract  amounts  unknown. 
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TECHNICAL  DATA  AS  OF  JANUARY  1  ,    1982 

SCOTT  HALL  (Incorporated  in  The  Union,    1975) 


Gross  Area 


1st  Floor        15,131       sq  ft 


2nd  Floor 
3rd  Floor 
Other 
Totals 

HEAT 


sq  ft 
sq  ft 
sq  ft 


15,131       sq  ft 


Floor  Plan  Footage 

Assignable  Area 

12,490       sq  ft 

sq  ft 

sq  ft 

sq  ft 

12,490       sq  ft 
Utilities 


Other  Areas 

Circulation      1,432  sq  ft 

Custodial  0  sq  ft 

Rest  Rooms  711  sq  ft 

Mechanical  498  sq  ft 

2,641  sq  ft 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


Type:      Gas,  hot  water  boiler        No.  of  Units:       1 

Unit  Manufacturer:      Cleaver-Brooks 

Capacity  Each  Unit:     Input        1,250,000        Output      1,000,000 

Controls  Each  Unit:  Honeywell 

Type:       Chilled  water  No.   of  Units:  1 

Unit  Manufacturer:      Carrier 

Capacity  Each  Unit:     100  Tons 

Controls  Each  Unit:        Johnson  Control  Company  -  pneumatic 

Type:    Supply--from  new  Union  Building      No.  of  Units: 

Unit  Manufacturer 

Size:  Gas  Burning  Capacity: 

Controls  Each  Unit: 

Type:      Pneumatic 

Manufacturer:         Honeywell 


The  5,774  gross  square  footage  added  in  1947  and  1959  not  included  in  the 
original  square  foot  cost. 


20  15  lO  5  0 


SCOTT     HALL 


AE.E-A.    ASOVE. ,  EEilOVii  r 


SCHOOL     PAPeR 


FiCULTf    LOUNGE 


DAV   STUDENTS 


I       I       I       h 


I       I       I       h 


BOOKSTORE.GRILL,    AND     POST    OFFICE 


15,  131SQFT 
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REPAIRS,  RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 


SCOTT  HALL  (Incorporated  in  The  Union,    1975) 


Date 


Description 


1947       Under  HB  1127,   Laws  of  1946,  a  redistribution  of 

interior  space  (dining,   serving,  and  kitchen  areas)  of 
Scott  Kail  was  made  to  accommodate  the  sudden 
return  of  World  War  II  Veterans  to  college,     -s  dish- 
washing room  with  conveyor  belt  was  installed,  cold 
and  dry  storage  reestablished,   serving  lines  estab- 
lished, and  a  general  face  lifting  was  done  to  the 
eating  area.     Construction  work  was  done  by  Mr. 
Joseph  A.  Wilson  and  the  Delta  State  University  main- 
tenance crews.     Sulkin-Tate  Equipment  Co.  ,   Memphis, 
Tennessee,  installed  the  equipment.     Funding  was  out 
of  dining  hall  reserve  monies. 

1957       Additional  space  was  added  to  the  rear  of  the  building 
and  cold  storage  moved  to  this  area.    A  large  dining 
room  for  special  meetings  and  servings  was  created 
along  the  west  side  of  the  building.    Additional 
space  for  student  services  was  created  down  the  east 
side  of  the  building.     Mr.  Harold  Kaplan,  Greenville, 
Mississippi,  was  the  architect  with  Bolivar  Contract- 
ing Co.,  Cleveland,  Mississippi,  doing  the  con- 
struction work.     Harmon  and  Woodrow  Sultan,  Cleve- 
land, Mississippi,  did  the  electrical  and  refrigera- 
tion installation  with  Industrial  Plumbing  Co.     doing 
the  plumbing  work.    The  Building  Commission  funded 
the  project. 

1962       The  State  Building  Commission  authorized  and  funded 
the  installation  of  central  air  conditioning  and  heating 
for  this  facility.    George  Wilson  Co.  ,  Memphis, 
Tennessee,  installed  the  system,  assisted  by 
Mathews  Electric  Co.  and  Buford  Plumbing  Co. 

1966       The  food  service  as  such  was  moved  to  the  new 

Young-Mauldin  Cafeteria  facility.     Scott  Hall  was 
converted  to  a  student  center  with  the  bookstore, 
post  office,  grill,   lounge,   school  paper  and  yearbook, 


Sq  Ft 
Added 


224 


5,550 


Cost 


41,000 


110,050 


51,670 
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REPAIRS,   RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 


SCOTT  HALL  (Incorporated  in  The  Union,    1975) 


Date 


Description 


Sq  Ft 
Added 


and  ample     storage  occupying  the  building.     Mr. 
Harold  Kaplan,  Greenville,  Mississippi,  was  the 
architect  with  Mr.  Joseph  A.  Wilson  and  the 
University  maintenance  crew  doing  the  construction 
work.     The  project  was  funded  by  the  State  Building 
Commission. 

1972  In  1972  contracts  were  awarded  for  the  conversion  of 

Scott  Hall  for  the  new  $  2,000,000  Union  Building. 
This  conversion  resulted  in  Scott  Hall  being  used  as 
the  student  services  building  during  the  construction 
of  the  new  Union  Building.     By  1975  Scott  Hall  as  a 
separate  building  no  longer  existed  as  it  became  a 
part  of  The  Union  Building     serving  as  the  "Green 
Onion"  banquet  hall,  activities  area  for  pool,     able 
tennis,  and  various  game  machines,  and  headquarters 
for  the  annual  staff. 


Cost 


$     44,757 


Cost  of  con- 

version in- 

cluded in  The 

Union  project 

contract. 

' 

HISTORICAL  DATA  AS  OF  JANUARY  1  .    1982 


SCOTT  HALL    (Incorporated  in  The  Union,    1975) 


Scott  Hall  was  named  for  the  late  Charles 
Scott  of  Rosedale.     "If  Bolivar  County  is 
Imperial  Bolivar,  Charles  Scott  was  the  Em- 
pire Builder,"  said  A.  D.  Somerville  of  Cleve- 
land who  delivered  the  dedication  address  at 
ceremonies  held  December  13,   1929.     Funds 
for  the  original  building  were  appropriated  by 
the  legislature  in  1928. 

At  one  time  Charles  Scott  was  the  largest 
individual  cotton  planter  in  the  world.     He 
foresaw  that  the  hope  of  the  Delta  lay  in  the 
breaking  up  of  the  big  plantations  into  small 
farms.    A  lawyer  as  well  as  a  planter,  Mr. 
Scott  was  president  of  the  Bank  of  Rosedale, 
a  candidate  for  governor  in  1907,  a  big  game 
hunt-ar,  and  instrumental  in  the  building  and 
maintenance  of  the  levee  system  that  now 
protects  the  Mississippi  Delta. 


Charles  Scott 


Scott  Hall  featured  three  round  Romanesque  arches  on  the  facade.  Copper 
relief  decoration  approximately  eighteen  inches  wide  was  used  underneath  the 
red  tile  roof.     The  general  architectural  style  is  Italianate  Renaissance. 

Scott  Hall  was  unique  in  the  historical  development  of  Delta  State  Univer- 
sity.   It  served  as  a  family-style  dining  hall  for  years  (campus  dances  were 
held  in  the  main  serving  area),  was  converted  to  cafeteria -style  serving 
lines,  underwent  numerous  additions  and  conversions  as  a  food  service  facil- 
ity     served  as  the  student  services  center,  and  eventually  became  a  part  of 
a  completely  new  building. 

With  a  new  cafeteria  building  constructed  in  1965,  Scott  Hall  was  con- 
verted to  a  student  services  center  housing  the  campus  bookstore  and  post 
office,  grill,   lounges,   service  areas  ,  and  storage.    When  the  Union  Building 
was  completed  in  1975,  Scott  Hall  as  a  separate  building  no  longer  existed; 
it  became  an  integral  part  of  The  Union,  being  used  as  "The  Green  Onion 
Room"  for  banquets  and  special  occasions  and  a  large  "game  room"  for  the 
enjoyment  of  all  students. 

Scott  Hail,  as  a  separate  building,   served  with  distinction  from  1930  to 
1975  and  is  now  carrying  on  as  a  part  of  "The  Union  Building." 
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SHOP    (Converted  to  Sculpture  Laboratory,    1976) 
Original  Data 

Total  Cost  SqFtCost 


Architect:  United  States  Government 

World  War  II  Surplus  Property  Building 


General 
Contractor: 


Reed  Construction  Co, 
Jackson,  Mississippi 


$       2,500 


$       1.04 


Mechanical 
Contractor: 


Included  in  General 


Electrical 
Contractor: 


Included  in  General 


Other: 

Totals: 
Year  Completed:         1947 
Source  of  Funds:       State  Building  Commission 


$       2,500 


$       1.04 


Principal  Use:  Maintenance  and  shop 
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TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 

SHOP     (Converted  to  Sculpture  Laboratory,    1976) 
Floor  Plan  Footage 


Gross  Area 

1st  Floor  2,395  sq  ft 

2nd  Floor  sq  ft 

3rd  Floor  sq  ft 

Other  sq  ft 

Totals  2,395  sq  ft 


HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


Assignable  Area 

2,299      sq  ft 

sq  ft 

sq  ft 

sq  ft 

2,299      sq  ft 
Utilities 


Other 

Area 

s 

Circulation 

sq  ft 

Custodial 

10 

sq  ft 

Rest  Rooms 

86 

sq  ft 

Mechanical 

sq  ft 

96 

sq  ft 

Type:      Space  heaters  No.  of  Units:      2 

Unit  Manufacturer:      Not  known 
Capacity  Each  Unit:     Input  Output 

Controls  Each  Unit:     Electric  thermostat 


Type: 

Unit  Manufacturer: 

Capacity  Each  Unit: 

Controls  Each  Unit: 

Type: 

Unit  Manufacturer 


No.  of  Units:      None 


No.  of  Units:      None 


Size:  Gas  Burning  Capacity: 

Controls  Each  Unit: 

Type: 

Manufacturer: 


24 


SCALE 


SHOP 

n88 


SHOP    Osrs  i^.rr  Aiii&tJtD  Xo  i.cuLFfuiLE,\ 
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REPAIRS,   RENOVATIONS,  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 

SHOP  (Converted  to  Sculpture  Laboratory,    1976) 


Date 

Description 

Sq  Ft 
Added 

Cost 

1958 

Asbestos  siding  and  a  new  roof  were  placed  on  the 
building  with  repair  and  renovation  funds  from  the 
State  Building  Commission. 

$  1,378 

Garden  sculpture  by  Lee  and  Pup  McCarty,  Merigold, 
Mississippi,   in  W.  B.  Roberts  Library 
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HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 

SHOP    (Converted  to  Sculpture  Laboratory,    1976) 

The  shop  building  was  acquired  in  1947  as  war  surplus  property  shortly 
after  World  War  II  and  reconstructed  on  the  campus  of  Delta  State  University. 

A  wood  frame  structure  on  a  concrete  floor  slab,  the  building  was  originally 
designated  as  a  shop  and  housed  the  office  of  the  Superintendent  of  Buildings 
and  Grounds.     In  1954  the  superintendent's  office  was  moved  to  Warehouse  #1 
building.     The  shop  continued  to  serve  as  the  maintenance  center  for  the  physi- 
cal welfare  of  the  college  campus  until  1975  when  a  new  Physical  Plant  Head- 
quarters and  Services  Building  was  occupied. 

In  1976  the  Art  Department  was  authorized  to  use  the  facility  for  sculpture 
instruction  and  laboratory. 


Gift  from  French  Freedom  Train  in  appreciation  for 
American  assistance  in  World  War  II.  Located  in 
Mississippi  Room  of  W.  B.  Roberts  Library. 
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Architect: 


LENA  ROBERTS  SILLERS  CHAPEL 


(INCLUDING  WEST  CARILLON) 


Original  Data 


Charles  F .  Craig 
Jackson,   Mississippi 


Total  Cost 


$       12,163 


Sq  Ft  Cost 
$ 


03 


General  Roy  Collins  Construction  Co, 

Contractor:  Cleveland,   Mississippi 


$     156,845 


$      111.55 


Mechanical 
Contractor: 


Electrical 
Contractor: 


Simpson  Engineers 
and  Leroy  Boyd 
Cleveland,   Mississippi 

Overly  Electric  Co. 
Greenwood,   Mississippi 


Included  in  General 


Included  in  General 


Other: 

Totals: 
Year  Completed: 
Source  of  Funds: 


Stained  glass  and  pews 


1980 


$  3,795 

$      172,803 


2.70 


S      122.90 


Mrs.  Lena  Roberts  Sillers,  Rosedale,  $  85,000;  State 
Building  Commission,   HB  1401,   Laws  of  1977,   $  85,000; 
and  Delta  State  University  funds,  $  2,803 


Principal  Use: 


Chapel 
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TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 


1st  Floor 
2nd  Floor 
3rd  Floor 
Other 
Totals 

HEAT 


LENA  ROBERTS  SILLERS  CHAPEL 
(INCLUDING  WEST  CARILLON) 
Floor  Plan  Footage 
Gross  Area  Assignable  Area 

1,182      sq  ft 

sq  ft 

sq  ft 

sq  ft 


Other  Areas 


1,406  sq  ft 
sq  ft 
sq  ft 

sq  ft 


1,406      sq  ft 


1,182      sq  ft 
Utilities 


Circulation  176  sq  ft 

Custodial  0  sq  ft 

Rest  Rooms  48  sq  ft 

Mechanical     0  sq  ft 

224  sq  ft 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


Type:      Combination  roof  type  unit  -  Natural  gas  heat 

Unit  Manufacturer:        Trane 

Capacity  Each  Unit:    Input      250,000       Output       187,500 

Controls  Each  Unit:      Electric 

Type:       Direct  expansion  -  Roof  top    No.  of  Units:      1 

Unit  Manufacturer:      Trane 

Capacity  Each  Unit:       12  Tons 

Controls  Each  Unit:      Electric 

Type:    Electric  hot  water  heater     No.  of  Units:       1 

Unit  Manufacturer:  Rheem 

Size:     10  Gallon  capacity  Electric 

Controls  Each  Unit:     Electric 

Type:       Electric 

Manufacturer:      Trane 


LENA       ROBERTS      SILLERS       CHAPEL 


I' 


J 


^ 


1 


T 


J 


ENTBr 


SEATING 
I'M.' 


-ri^fcM    liJe. 


■  HATii-rl    ^ihJE 


3  I 

SCALE 
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1.406   SQ    FT      TOTAL 


REPAIRS,   RENOVATIONS.  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 
LENA  ROBERTS  SILLERS  CHAPEl 
(INCLUDING  WEST  CARILLON) 


Date 


1978 


1979 


1979 


1979 


1980 


Description 


Pearl  River  Glass  Studio,  Jackson,   Mississippi,  was 
commissioned  to  design  a  circular  stained  glass 
window  along  with  stained  glass  panels  for  all  win- 
dows in  the  chapel  at  a  cost  of  $  2,968.     The  com- 
pleted circular  window  depicts  "Sunset  on  the  Mis- 
sissippi Delta"  with  crops  in  varying  stages,  the 
Mississippi  River  to  the  west,  and  rays  of  the  late 
afternoon  sun  as  it  settles  behind  the  river.     S.  K. 
Church  Pew  Furniture  Co.  ,  Jacksonville,  Texas, 
supplied  the  pews  for  $  827.00.     Funds  were  made 
available  by  Delta  State  University. 

A  large  wall  hanging  designed  and  executed  in  fabric 
and  intricate  needlework  by  Gladys  Castle,  alumna 
and  retired  staff  member,  hangs  behind  the  pulpit. 
This  tapestry  which  won  first  place  in  its  category  at 
the  1976  Crosstie  Arts  Festival  was  donated  by  Miss 
Castle  when  asked  for  its  use  in  the  Chapel.    The  wall 
piece  complements  the  jewel  tones  of  the  windows  . 

Mrs.   Lallah  M.   Perry  of  the  Delta  State  University 
art  faculty  was  commissioned  to  do  a  handwoven 
tapestry  to  hang  on  the  north  wall  of  the  Chapel. 

Mrs.  Lena  Roberts  Sillers  commissioned  Mr.  Norman 
Henry,  Mistlow  Gardens ,  Cleveland,  Mississippi,  to 
landscape  the  areas  surrounding  the  total  facility, 
including  the  garden  plaza. 

Mr,  Forest  North,  Jackson,  Mississippi,  engineer, 
designed  a  lighting  system  to  emphasize  the  bell 
tower,  garden,  and  chapel.      Fixtures  were  purchased 
from  Stuart  Irby  Electric  Co.  ,  Jackson,  Mississippi, 
by  Delta  State  University  and  installed  by  Powell 
Electric  Company,  Cleveland,   Mississippi. 


Sq  Ft 
Added 


Cost 


$     3,795 


Gift 


Gift 


3,255 
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HISTORICAL  DATA  AS  OF  JANUARY  1  ,    1  q»? 
LENA  ROBERTS  SILLERS  CHAPEL 
(INCLUDING  WEST  CARILLON) 


The  Lena  Roberts  Sillers  Chapel  is  on  the  site  of  and  incorporates  a  struc- 
ture which  was  formerly  the  central  heating  plant  for  the  entire  original  campus 
Adjacent  to  the  chapel  is  a  campanile  which  contains  the  West  Carillon,  first 
housed  in  The  Union  building.     A  garden  plaza  with  a  fountain  connects  the 
chapel  and  the  campanile  which  is  the  tallest  structure  on  the  campus.     The 
facility,  which  perpetuates  something  special  of  the  original  campus,  will 
give  opportunity  for  students  and  faculty  to  "get  away"  for  quiet  moments  of 
meditation  and  concentration.    It  will  meet  the  needs  of  memorial  services, 
dedication  services,  religious  emphasis,  initiation  ceremonies,  et  cetera . 

Lena  Roberts  Sillers  of  Rosedale 
has  strong  family  ties  with  the  Uni- 
versity.    She  is  the  daughter  of  the 
late  Senator  William  Beauregard 
Roberts  and  Minnie  Poole  Roberts. 
She  was  married  to  the  late  Speaker 
of  the  House  of  Representatives 
Walter  Sillers,  Jr.     Members  of  the 
Roberts-Sillers  family  have  been 
visionary  in  their  contributions  to 
the  three-fold  needs  essential  in 
making  Delta  State  a  well-rounded 
university.     W.  B.  Roberts  Library, 
which  honors  Mrs.  Sillers'  late 
father,  houses  facilities  for  the  aca- 
demic growth  of  students  and  faculty; 

the  Walter  Sillers  Coliseum,  which  honors  her  late  husband,  encompasses  the 
physical  needs  of  both  participants  and  spectators.     The  completion  of  the 
Lena  Roberts  Sillers  Chapel  nurtures  a  third  need  —  spiritual  growth. 

The  personal  qualities  of  Lena  Roberts  Sillers  make  it  appropriate  that  a 
chapel  bear  her  name.     Her  charm  and  graciousness ,  knowledge  and  wisdom 
command  the  respect  of  those  she  meets.     Concern  for  others,  kindness,  and 
generosity  mark  her  as  one  who  finds  joy  in  serving  her  fellowman.     Generations 
of  students  will  feel  that  her  "candle  goeth  not  out  by  night." 

The  building  was  dedicated  November  11,   1979,  at  2  p.m.  in  the  chapel. 
A  host  of  distinguished  friends  and  guests  honored  Mrs  .  Sillers  and  her  family 
with  their  presence . 


President  Wyatt  and  Mrs.  Sillers 


405 


HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 

LENA  ROBERTS  SILLERS  CHAPEL 
(INCLUDING  WEST  CARILLON) 

Preceeding  the  ceremony,  Lyndell  Watkins  of  the  music  faculty  gave  a 
concert  on  the  West  Carillon.     President  Kent  Wyatt  presided  and  Kenneth 
Sissel     alumnus  and  Methodist  minister,  gave  the  invocation  and  benediction. 
The  Honorable  Kenneth  O.  Williams,  Chairman  of  the  Delta  State  Committee 
of  the  State  Building  Commission,  made  a  formal  presentation  of  keys  which 
were  accepted  by  The  Honorable  Bobby  L.  Chain,  President  of  the  Board  of 
Trustees     Institutions  of  Higher  Learning.     Student  Paula  A.  Johnson  made  a 
gift  of  hymnals  from  the  residents  of  Cain-Tatum  and  Fugler-Hammett  dormitories 

The  Honorable  C.  B.   "Buddie"  Newman,  Speaker  of  the  Mississippi  House 
of  Representatives  and  long-time  friend  of  the  Sillers  family,  made  the  dedica- 
tory address  to  which  The  Honorable  John  L.  Pearson,  grandson  of  Mrs. 
Sillers,  made  the  family  response. 


,f<<W?"i'l 
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HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 
LENA  ROBERTS  SILLERS  CHAPEL 
(INCLUDING  WEST  CARILLON) 


The  West  Carillon,  now  located  in  the  Lena  Sillers  Chapel,   was  originally- 
installed  in  The  Union.     The  Carillon  was  given  in  memory  of  Mr.  and  Mrs. 
John  Parker  West  by  their  daughter  and  son-in-law  Mr.  and  Mrs.  Clarence 
James  Richardson,   Jr.,  on  Founders  Day,  April  19,    1974,  commemorating  the 
fiftieth  anniversary  of  the  founding  of  Delta  State  University. 

The  West  Carillon  was  formally  dedicated  April  27,   1975,  at  3  p.m.  in  a 
joint  dedication  ceremony  with  The  Union.     Presentation  of  the  West  Carillon 
was  made  by  Alyce  West  Richardson  and  acceptance  was  by  President  Aubrey 
K.  Lucas.     The  ceremony  featured  a  recital  by  John  Klein,  world  famous 
carillionneur . 

The  American  Carillon  consists  of  37  Harp  Bells,  37  Celesta  Bells,  25 
English  Bells,  and  37  Flemish  Bells.    It  is  played  manually  from  the  keyboard 
or  automatically.     The  Carillon  cost  $  30,244.00. 

From  early  days  Mr,  and  Mrs.  West,  the  honorees,  were  ardent  supporters 
and  believers  in  Delta  State  University.     They  considered  it  Cleveland's  most 
valuabi?  asset  and  conveyed  their  belief  to  their  children.    In  numerous  and 
untold  ways  the  Wests  helped  Delta  State  and  its  students.     They  were  the 
founders  and  owners  of  West  Implement  Company  in  Cleveland. 


John  Parker  West 


Cordelia  McNeesVVest 


Alyce  West  Richardson 
Clarence  James  Richardson,  Jr. 
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HISTORICAL  D;\TA  AS  OF  JANUARY  1  ,    1982 

STUDENT  ACTIVITIES  BUILDING  (Removed,    1963) 

This  facility  was  one  of  four  buildings  originally  located  at  a  military  base 
near  Knoxville,  Tennessee,  and  was  donated  to  Delta  State  University  in  1946 
by  the  Surplus  Property  Commission,   Jackson,   Mississippi.     The  State  Building 
Commission  authorized  the  necessary  funding  to  reerect  these  four  buildings  on 
the  campus  of  Delta  State  University  with  M  .  T .  Reed  Construction  Company, 
Belzoni,  Mississippi,  being  the  contractor. 

Once  erected,  this  building  included  a  bookstore  operation,  post  office, 
and  game  room  on  the  first  floor  with  offices  for  student  organizations  on  the 
second  floor. 

The  other  three  buildings  were  erected  to  serve  as  a  shop  facility  and 
classrooms  for  the  Department  of  Science.     The  two  classroom  buildings  ulti- 
mately became  "The  Mill,"  a  student  center,  after  the  removal  of  the  Student 
Activities  Building.     The  Shop  Building,   once  vacated,  became  a  sculpture 
laboratory  for  the  Department  of  Art. 

In  July,    1963,  the  Student  Activities  Building  was  moved  from  the  campus 
by  Jackson  Lumber  Company,  Rosedale,   Mississippi,  to  a  site  next  to  the 
Cleveland  Volunteer  Fire  Department  Club  on  Beulah  Lake  at  a  cost  of  $  3,000. 
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HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 

STUDENT  ACTIVITIES  BUILDING  (Removed,    1963) 

It  was  to  become  a  Delta  State  University  faculty  and  staff  lakeside  club  with 
each  member  paying  monthly  dues  to  finance  the  lease,   insurance,  utilities, 
repairs,   et  cetera  .     Coach  John  Ray  Ricks,   Delta  State  University  Basketball 
Coach,  was  appointed  by  President  J .   M .  Ewing  as  Chairman  of  a  Committee 
to  establish  the  rules  ,  dues  ,  et  cetera  that  would  govern  the  club . 

This  activity  never  did  materialize  and  in  1970  the  old  Activities  Building 
caught  fire  from  the  kitchen  of  the  caretaker  and  burned. 
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HISTORICAL  DAT-A  AS  OF  JANUARY  1,    1982 

TENNIS  COURTS 

During  the  early  years  of  the  growth  and  development  of  Delta  State 
University,  the  only  tennis  courts  available  on  the  campus  were  dirt  surface 
courts.     The  first  two  courts  were  built  by  Works  Progress  Administration 
(WPA)  labor  and  located  just  east  of  where  Cleveland  Hall  now  stands. 

While  in  use  and  during  summer  months,  these  courts  required  almost 
daily  scraping  with  a  sharp  hoe  to  keep  the  "coco"nut  grass  from  taking  over 
the  playing  surface  and  which,    incidentally  during  1938  and  1939  was  done 
by  student  Hugh  C.   Smith  as  part  of  his  work  and  athletic  scholarship  assign- 
ments.    With  the  advent  of  concrete  courts  in  1947,  the  dirt  courts  lost  their 
appeal  and  meshed  themselves  into  the  campus  grounds. 

The  first  of  four  outdoor  concrete  courts  with  lines  was  constructed  in 
1947  by  the  Concrete  Products  Company,  Cleveland,  Mississippi,  at  a  total 
cost  of  $  4,370.     Heavy  gauge  hardware  cloth  was  hung  on  the  back  stops  as 
wind  breakers.    As  a  result  of  the  inability  of  wind  and  rain  to  flow  through 
the  hardware  cloth,  the  1949  ice  storm  pulled  all  the  back  stops  down. 

In  1961,   under  HB  969,   the  State  Legislature,   through  the  help  of  Mr. 
Charles  C.  Jacobs,   state  representative  from  Bolivar  County  at  the  time 
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HISTORICAL  DATA  AS  OF  TANUARY  1  ,    1982 

TENNIS  COURTS 

and  currently  a  member  of  the  Board  of  Trustees,  Institutions  of  Higher  Learn- 
ing, authorized  $  2,000  for  the  repair  and  resurfacing  of  the  four  courts. 

In  1964,  the  State  Building  Commission  authorized  $  15,000  to  construct 
four  additional  courts  to  be  located  to  the  north  of  the  Walter  Sillers  Coliseum. 
These  were  to  be  red  clay  gravel  base,  asphalt  covered  courts.    With  the 
movement  of  the  soil,  the  materials  used  did  not  hold  up  and  these  courts  had 
to  be  completely  reworked  and  concreted. 

In  1974,  under  HB  956,  the  State  Building  Commission  authorized  $  8,400 
to  resurface  and  extend  the  back  playing  surface  of  the  four  original  tennis 
courts  behind  Whitfield  Gymnasium.    Tennis  Construction  Company,  Mobile, 
Alabama,  furnished  the  materials  and  did  the  work. 

In  1975,  the  State  Building  Commission,  under  HB  1288,  authorized 
$  65,000  for  "Improvements  to  Intra-Mural  Fields."    The  scope  of  the  project 
caused  the  State  Building  Commission  in  1977  under  HB  1401  to  authorize  a 
supplement  allocation  of  $  70,000  to  this  project  making  it  a  $  135,000  total 
project.    Within  this  project  was  the  construction  of  four  additional  courts, 
plus  lights,  transformer,  fence,  posts  and  nets,  benches,  and  wind-screens. 
They  were  located  to  the  west  of  the  Young-Mauldin  Cafeteria  and  constructed  by 
Roy  Collins  Construction  Company,  Cleveland,  Mississippi.     Mr.  Phil 
Vazzana,  Greenville,  Mississippi,  was  the  architect  for  the  total  project. 
The  cost  of  the  four  courts  as  a  part  of  the  total  project  ran  approximately 
$  60,000. 

In  1979,  the  State  Building  Commission,  under  SB  3037,  authorized  $30,000 
to  repair  and  resurface  the  courts  north  of  the  Sillers  Coliseum.    The  Surfmark 
Company,  Jackson,  Mississippi,  made  the  installation. 

Currently  Delta  State  University  has  twelve  outdoor  concrete  base  with 
plexipave  surface  tennis  courts  and  two  excellent  indoor  courts  housed  in  the 
Forest  E.  Wyatt  Gymnasium. 
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HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 
TRACK  AND  TRACK  STADIUM 


In  1952,   Mr.  Joseph  A.  Wilson,  Superintendent  of  Buildings  and  Grounds 
for  Delta  State  University,   laid  out  and  built  a  regulation  running  track  and 
facilities  for  field  events.     The  running  track  circled  what  was  then  the  playing 
football  field,   utilizing  football  stands  for  seating. 

In  the  construction  of  the  track,   Mr.  Wilson  installed  an  underground 
draining  system  by  digging  a  6'  trench,   some  6'  deep  down  the  center  of  the 
track  and  filled  it  with  brick-bats  donated  by  the  Delta  Brick  &  Tile  Company 
of  Indianola,  Mississippi.     This  trench  was   tied  in  with  large  drainage  tiles 
leading  away  from  the  track  and  strategically  connected  with  the  football 
drainage  system. 

The  track  running  surface  was  made  up  of  a  "Red  Dog"  fine  cinder  material 
supplied  by  a  Jackson  concrete  plant .     The  entire  track  installation  cost 
$  45,000  paid  for  out  of  University  funds. 

The  fact  that  the  running  track  circled  the  football  field  made  it  easy  to 
utilize  football  field  lighting  to  hold  night  track  events.  This  lighting  was 
improved  in  1962  by  the  addition  of  fixtures  costing  $  9,350. 
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HISTORICAL  DATA  AS  OF  JANUARY  1  ,    1982 
TRACK  AND  TRACK  STADIUM 


In  1962,  additional  metal  stands  and  seating  for  the  football  and  track 
stadium  we're  added  to  the  north  side  by  the  City  Lumber  Company,  Grenada, 
Mississippi,  costing  Delta  State  University  $  9,100. 

In  1970,  the  new  football  stadium.  Delta  Field,  was  built  at  its  present 
location,   leaving  the  old  football  field  for  Physical  Education  and  establishing 
the  area 'specifically  as  a  Track  Facility.    The  football  seats  on  the  north  side 
of  the  field  were  moved  to  the  new  football  field,   leaving  the  stands  on  the 
south  side,  along  with  the  lights,  for  use  by  the  Track  Stadium. 

In  1973,  Delta  State,  out  of  reserve  funds,  allocated  $  45,000  to  repair 
and  resurface  the  running  track.     J.  J.  Ferguson,  Greenwood,  Mississippi, 
installed  the  asphalt,  with  a  company  from  Newton,   Mississippi,   installing 
the  rubberized  grasstex  surface. 

In  1977,  under  HB  1288,  Laws  of  1975,  the  State  Building  Commission 
authorized  a  new  Press  Box,  designed  by  Architects  Virden  and  Roberson, 
Greenville,   Mississippi,  and  installed  by  the  Cleveland  Lumber  Company, 
Cleveland,   Mississippi,  at  a  total  cost  of  $  15  ,000. 

In  1980,  the  State  Building  Commission,   under  SB  3037,   Laws  of  1979, 
authorized  $  24,872  to  repair  and  resurface  the  track  and  field  event  runways. 
The  work  was  done  by  Surfmark  Company,  Jackson,   Mississippi.     At  the  same 
time,  aluminum  seating  boards  were  authorized,  with  Magnolia  State  School 
Supply  Company,  Columbus,  Mississippi,  making  the  installation  for  $  36,528. 
Painters  were  employed  by  the  University  to  paint  the  steel  structure  supporting 
the  stadium  seats,  while  carpenters  did  repair  work  on  the  rest  room  facilities 
and  concession  stands  out  of  a  balance  of  $  2,600  in  the  original  authorization 
from  the  State  Building  Commission. 

The  Track  Facility  has  served  well  the  needs  of  the  University,  as  well  as 
the  many  events  held  by  the  area  high  schools,  junior  colleges,   scouting  events 
et  cetera . 


414 


"  0" 

in  'i 

00 


TRACK       STADIUM 

/1749    iO   FT  -T01>.L 


16 24 


SCALE  -   FOR     BUILDINGS 
16    12    8    4 16 32 48 


SCALE  -    FOR    STANDS 

i8.3eq  sa.F-(_ 


L 


n 

C.A.    275      SEATING     CAR            /^ 

STANDS       ABOVE 
MECH          RMS. 

/^           1,3  32 

■ 

■ 

■ 

■ 

■ 

1 

X 

o 
m 

in 
in 

UJ 

Q- 

415 


Here  plants  are  nursed  and  after  growth  transferred 
to  main  campus 
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HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 
CAMPUS  TREES 


Trees  have  been  a  major  part  of  the  physical  campus  of  Delta  State  University 
from  its  beginning  .  Recognition  of  their  importance  to  the  beauty  of  the  campus 
began  with  President  W.  M.  Kethley  as  he  personally  supervised  the  location  of  the 
stately  oaks  that  line  the  quadrangle ,  border  the  early  streets  ,  and  surround  the 
initial  buildings . 

Dr.  Kethley  had  a  genuine  love  for  nature.  His  special  interest  in  trees  is  evinced 
in  a  book  he  authored  entitled  "Elementary  Forestry  for  Mississippi .  "  He  communicated 
this  love  of  trees  and  plants  toMr .  HughC  .  Smith,  an  alumnus  who  returned  in  the 
late  1940s  to  serve  with  President  Kethley  as  Financial  Secretary  and  Business  Manager. 
As  the  University  developed  and  the  physical  campus  grew  in  buildings  and  lands  ,  the 
desire  to  preserve  and  enhance  the  beauty  of  the  campus  prompted  Mr.  Smith  to  become 
actively  involved  in  seeing  that  a  program  of  tree  planting  and  shrubbing  wa  s  adopted 
and  pursued . 

Each  year  during  November  and  December,  the  Superintendent  of  Grounds  along 
with  campus  labor  would  journey  to  nearby  woods  and  dig  up  approximately  100  small 
oaks  ,  a  number  of  redbuds  ,  and  some  sumac  and  sassafras  and  then  transplant  them 
about  the  campus  .    It  was  assumed  that  approximately  half  of  the  transplanted  trees 
would  not  live.  By  saving  the  other  half ,  however,  the  tree  population  on  the  campus 
commenced  to  grow .  Small  liners  were  purchased ,  nursed  to  an  appropriate  size ,  and 
then  transplanted  around  buildings  .  Location  of  new  buildings  ,  streets  ,  and  parking 
lots  took  its  toll  on  a  number  of  trees  ,  but  constant  replanting  soon  filled  in  the  gaps  . 
On  numerous  occasions  location  of  a  new  building  was  altered  to  save  an  existing  tree . 
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HISTORICAL  DATA  AS  OF  JANUARY  1  ,    1982 
CAMPUS  TREES 

President  Kethley  was  responsible  for  lining  the  west  side  of  the  campus  portion 
of  FifthAvenue  with  cypress.    Because  native  cypress  thrive  in  and  near  water ,  Dr. 
Kethley  felt  the  spot  selected  was  suitable  for  their  growth  as  at  one  time  the  area  was 
the  approximate  channel  of  a  slough  that  ran  southeast  from  northwest  through  the 
campus.  President  Kethley  often  recalled  that  he  and  Mr .  Walter  Sillers  ofRosedale, 
Mississippi ,  would  spend  time  fishing  the  slough  for  "red  belly"  bream  and  discussing 
the  future  of  what  is  now  Delta  State  University .  Early  students  referred  to  the  waters 
here  as  "Kethley  Lake." 

When  the  property  to  the  east  side  of  Fifth  Avenue  was  purchased  by  the  University 
in  1962  andbuildings  beganto  spring  up,  Mr.  Smith  saw  opportunity  of  lining  that  side 
of  Fifth  Avenue  also  with  cypress  .  About  this  same  time  ,  a  gentleman  near  Gunnison , 
Mississippi,  called  Mr,  Smith  to  say  he  was  draining  a  farm  slough  that  had  a  number 
of  small  cypress  in  it .  He  offered  them  to  Delta  State  University  if  the  University  would 
dig  them  up.  Mr.  Smith  and  a  campus  crew  went  to  Gunnison,  dug  up  the  trees  in  knee- 
deep  water ,  and  transplanted  them  along  Fifth  Avenue  and  in  other  areas  behind  Kethley , 
Jobe,  and  Broom  Halls.  These,  along  with  those  already  maturing  ,  are  the  cypress 
depicted  in  the  photograph  on  the  preceding  page. 

"Going  to  the  woods"  for  trees  was  discontinued  with  the  advent  in  1977  of 
Physical  Plant  Director  Horace  L.  McCool.  Mr.  McCool  established  a  campus  tree 
and  plant  nursery.  Aided  by  advice  from  the  County  Agent,  sapplings  and  other  seed- 
lings that  "pop  up"  on  the  campus  as  well  as  liners  from  South  Mississippi  nurseries 
are  transplanted  to  the  nursery  and  later  used  to  fill  plant  vacancies  and  to  create  new 
landscape  designs.  This  constant  supply  of  plants  in  various  stages  of  growth  saves 
the  University  many  dollars. 

Today  the  original  oaks  on  the  quadrangle  and  the  native  cypres  s  along  Fifth  Avenue 
are  joined  by  a  variety  of  trees:  pecan,  magnolia  ,  mimosa,  elm,  poplar ,  gum  ,  tulip, 
dogwood,  hackberry,  dogwood,  tung,   pine,  and  others. 

Through  the  years,  each  President  of  Delta  State  University  has  been 
sensitive  to  what  the  trees  add  to  the  campus  environment  and  have  shown 
a  keen  interest  in  their  preservation  and  welfare.     Buildings  come  and  go,  but 
trees  endure  as  God's  gift  to  our  universe. 
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THE  UNION 


Original  Data 


Total  Cost 


SqFtCost 


Architect:  McRea  ,  Dardaman  &  Kennington 
Grenada,   Mississippi 

General  C.  E.   Frazier  Construction  Co . 

Contractor:  Jackson,   Mississippi 

Mechanical  Walsh  Plumbing  Co. 

Contractor:  Jackson,   Mississippi 

Electrical  Jones  Electrical  Co. 

Contractor:  Water  Valley,   Mississippi 

Other:  Furniture  and  equipment 

Totals: 


$         82,762  $         .9S 


$1,694,047  $    20.05 


Included  in  General 


Included  in  General 


$      223,191  $      2.64 


$2,000,000  $    23.67' 


Year  Completed:      1974 

Source  of  Funds:     Legislative  appropriation  HB  813  ,    1970--$   1,362,000; 

SB  152,    1971--$638,000 

Principal  Use:  Bookstore,  grill,  post  office,   lounges,   student  activities  , 

offices,  and  meetina  areas 

*Note:   15,  131  gross  square  feet  included  in  the  total  of  84  ,498  gross  square  feet 
in  the  total  project  was  the  Scott  Hall  facility.     The  cost  of  renovating  Scott 
Hall  into  The  Union  was  a  part  of  the  $  2,000,000  total  project. 


TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 


Gross  Area 

1st  Floor       36,204  sq  ft 

2nd  Floor       21,473  sq  ft 

3rd  Floor       21,149  sq  ft 

Other  5,672  sq  ft 

Totals  84,498*  sq  ft 


THE  UNION 

Floor  Plan  Footage 

Assignable  Area 

23,341       sq  ft 

17,999       sq  ft 

17,787       sq  ft 

g       sq  ft 

59,127       sq  ft 
Utilities 


Other  Areas 

Circulation     16,127  sq  ft 

Custodial  270  sq  ft 

Rest  Rooms        1  ,  770  sq  ft 

Mechanical       7  ,204  sq  ft 

25,371  sq  ft 


HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


Type:      Gas  hot  water  boiler  No.  of  Units:       2 

Unit  Manufacturer:      Cleaver  Brooks 

Capacity  Each  Unit:   Input     3,000,000    Output    2,400,000 

Controls  Each  Unit:       Honeywell 

Type:     Chilled  water  No.  of  Units:        1 

Unit  Manufacturer:      Chrysler 

Capacity  Each  Unit:      250  Tons 

Controls  Each  Unit:        Honeywell  -  electronic 

Type:        Natural  No.  of  Units:        1 

Unit  Manufacturer:      Sellers 

Size:     480  Gallons  per  hour      Gas  Burning  Capacity:  500  ,  000  BTU 

Controls  Each  Unit:      Honeywell  thermostat 

Type:       Pneumatic 

Manufacturer:      Johnson 


*Note:     15,131  gross  square  feet  included  in  this  project  was  part  of  the  Scott 
Hall  facility  and  is  included  in  this  square  foot  cost  of  The  Union. 
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THE       UNION 


Total  Sq  Ft  84,498 


FIRST    FLOOR    PL4N-PAnT  ONE  -  23.699  SQ    FT 
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THE      UNION 
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SECOND     FLOOR      -21,473    SO    FT 


THE     UNION 
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THIRD    FLOOR 


-21,149  SQ  FT 
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THE    UNION 
RENOVATION- SCOTT     HALL) 
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FIRST    FLOOR- PART    TWO-    12,515    SQ   FT 


THE     UNION 


PENTHOUSE   -5672 
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REPAIRS.  RENOVATIONS.  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 

THE  UNION 


Date 


1975 


1976 


1977 


1979 


Description 


Sq  Ft 
Added 


The  State  Building  Commission  authorized  a  $  35,000 
emergency  allocation  under  HB  1288,  Laws  of  1975,  to 
replace  a  hot  water  boiler  and. repair  damages  to  the 
old  part  (Scott  Hall)  of  The  Union  resulting  from  an 
explosion  of  the  existing  boiler.     No  one  was  injured 
although  the  boiler  room  was  completely  demolished 
and  bricks  were  hurled  across  the  street  into  the  old 
Heating  Plant  building. 

The  State  Building  Commission  under  SB  3044,  Laws 
of  1976,  authorized  the  reroofing  of  the  old  Scott 
Hall  portion  of  The  Union.     B.C.  Rogers  Construction. 
Company,  Jackson,  Mississippi,  made  the 
installation. 

The  State  Building  Commission,  under  HB  1401,  Laws 
of  1977,  allocated  $   15,000  for  the  replacement  of 
a  hot  water  boiler  located  in  the  penthouse  area  of  the 
building. 

The  companion  hot  water  boiler  to  the  one  that  ruptured 
in  1977,   located  in  the  penthouse  of  The  Union,   had 
to  be  replaced  as  it  rusted  out  causing  leaks  due  to 
lack  of  proper  controls.     The  State  Building  Commission 
authorized  replacement  at  $   13,000  under  SB  3037, 
Laws  of  1979. 


Cost 


$  35,000 


21,650 


15,000 


13,000 
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HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 
THE  UNION 


The  Union  is  the  community  center  for  the  university  family--students , 
faculty,  administration,  alumni,  and  guests.     The  building  contains  lounges, 
TV  rooms,   study  areas,   meeting  rooms,  a  ballroom,  banquet  rooms,  and  a 
large  auditorium.     Recreational  features  include  game  rooms,  patios,  and  sun 
decks.     Service  areas  provide  a  bookstore,  grill  and  vending  machines,  and 
post  office . 

Among  the  school  agencies  housed  in  The  Union  are  the  Alumni  Office,  the 
Student  Government  Association,  Public  Information  Office,  the  Delta  State 
University  Foundation,  and  the  Admission  Offices.  At  one  time  the  combined 
School  of  Graduate  Studies  and  Continuing  Education  office  was  located  in 
this  facility.     Upon  completion  of  Ewing  Hall  the  two  functions  were  separated 
and  Continuing  Education  moved  to  the  new  building. 

The  Union  encompasses  Scott  Hall  which  served  as  a  dining  hall  and 
cafeteria  from  1930  to  1966  and  as  a  student  center  from  1966  to  1974,     Front- 
ing The  Union  is  the  tree-lined  quadrangle,    A  campus  drive  encircles  the 
quadrangle  and  connects  with  both  east-west  and  north-south  gateways. 

The  Union  was  dedicated  along  with  the  West  Carillon  (originally  located 
in  The  Union)  April  27,    1975,  at  3  p,m,  on  the  quadrangle.     Comments  were 
made  by  Dr,  Forest  Kent  Wyatt,  Administrative  Assistant  to  the  President  a.nd 
Director  of  Administrative  Services,     The  building  was  presented  by  The  Honor- 
able William  F.  Winter,  then  Lt,  Governor  of  Mississippi.     Acceptance  was 
made  by  The  Honorable  Milton  Brister,  President  of  the  Board  of  Trustees  of 
Institutions  of  Higher  Learning,     President  Aubrey  K,  Lucas  then  dedicated 
The  Union. 
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WATER  WELL  AND  TANK 


DELTA 


HISTORICAL  DATA  AS  OF  JANUARY  1,    1982 
WATER  WELL  AND  TANK 


Upuntil  1957,  the  City  of  Cleveland,  under  an 
agreement  negotiated  in  1924  with  the  State  Legis-  '^ 
lature  ,  furnished  all  water  used  on  the  Delta  State 
University  campus  .    Excerpts  of  the  agreement 
read  as  follows: 

An  ordinance  providing  for  the  furnishing  free 
artesian  water  to  the  Delta  State  Teachers 
College  by  the  City  of  Cleveland  ,  Mississippi, 
so  long  as  said  College  shall  remain  at 
Cleveland,  Mississippi. 


In  1957  Delta  State  University  was  advised 
by  the  Legislature  that  $  50,000  had  been  appropriated  to  install  a  well  and 
erect  a  water  tank.     The  installation  of  the  well  was  by  Layne  Central  Company 
with  a  15,000  gallon  horizontal  tank  installed.     This  effected  a  cut-away  from 
the  use  of  city  water,  although  a  gate  valve  was  installed  in  the  main  city  line 
that  would  automatically  open  and  empty  into  the  campus  lines  in  case  of 
emergency  needs  for  water. 

After  the  installation  of  the  well  and  tank  the  original  1924  agreement 
was  renogotiated  whereby  the  City  of  Cleveland  would  pay  $   100  per  month 
continuously  in  lieu  of  the  aforesaid  agreement.    The  1957  agreement  is 
currently  in  effect. 
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HISTORICAL  DATA  AS  OF  JANUARY  1  ,    1982 
WATER  WELL  AND  TANK 


In  1971  the  State  Building  Commission,   under  HB  1280,  Laws  of  1971 
authorized  $  180,000  for  an  additional  water  well  and  elevated  tank.     McRee, 
Dardaman  &  Kennington,  Grenada,  Mississippi,  were  the  assigned  architects 
and  engineers.     Bids  were  received  in  October,   1971,  with  the  low  bidder  on 
the  water  tank  being  Chicago  Bridge  &  Iron  Works,  Chicago,  Illinois,  at 
$  109,465,  the  low  bidder  on  the  water  well  and  chlorinator  system  being 
Layne' Central  Company  of  Cleveland,  Mississippi,  at  $  52,729.69,  with 
architect  fees  and  contingencies  amountingUo  $   12,233.24, 

Later  that  year,  an  additional  $  75,000  was  authorized  for  renovation  of 
the  entire  underground  water  piping  system,  circling  the  campus  with  an  8" 
line  with  feeder  lines  working  off  it  to  needed  areas. 

In  1975  the  State  Building  Commission  authorized  $  9,994  for  water  piping 
to  be  extended  to  the  new  Physical  Plant  Headquarters  Building  located  on  South 
Maple  Street. 
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Architect: 


YOUNG-MAULDIN  CAFETERIA 


Original  Data 


William  R.  Allen,  Gulfport,  Miss. 
W.W.Easley,  Jackson,   Miss. 


Total  Cost 


$     32,524 


SqFtCost 
$  .98 


General  Frazier-Morton  Construction  Co, 

Contractor:  Greenwood,   Mississippi 


$  344,769  $      10.35 


Mechanical 
Contractor: 


Harden  Plumbing  Co. 
Grenada,   Mississippi 


$  143,021  $        4.29 


Electrical  S  &  W  Construction  Co. 

Contractor:  Memphis,   Tennessee 


$     38,584  $        1.16 


Other: 


Totals: 


Equipment 


$  200,000 
$  758,898 


$        6.00 
$      22.78 


Year  Completed:  1966 

Source  of  Funds:  State  Legislature  and  cafeteria  equipment  reserve  funds 


Principal  Use:  Food  service,  cafeteria 
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TECHNICAL  DATA  AS  OF  JANUARY  1,    1982 
YOUNG-MAULDIN  CAFETERIA 


Gross  Area 
1st  Floor         33,310     sq  ft 

sq  ft 
sq  ft 
sq  ft 


2nd  Floor 
3rd  Floor 
Other 
Totals 


33,310     sq  ft 


HEAT 


AIR  CONDI- 
TIONING 


DOMESTIC 

HOT 

WATER 


CONTROLS 

FOR 

BUILDING: 


Floor  Plan  Footage 

Assignable  Area 

25,275      sq  ft 

sq  ft 

sq  ft 

sq  ft 

25,275      sq  ft 
Utilities 


Type:      Steam,  natural 


Other  Areas 

Circulation       4,353  sq  ft 

Custodial  16  sq  ft 

Rest  Rooms       1  ,254  sq  ft 

Mechanical      2  ,412  sq  ft 

8,035  sq  ft 

No.  of  Units:         1 


Unit  Manufacturer:        Cleaver  Brooks 

Capacity  Each  Unit:    Input  Output    5,020,000  BTU 

Controls  Each  Unit:     Fire-eye  Electronic 

Type:       Chilled  water  No.  of  Units:     1 

Unit  Manufacturer:      Bell-Gossett 

Capacity  Each  Unit:      150  Tons 

Controls  Each  Unit:      Penn  Control 

Type:     Steam,  heat  exchange       No.  of  Units:  1 

Unit  Manufacturer:      ADSCO 

Size:       2580  Gas  Burning  Capacity:        Steam 

Controls  Each  Unit: 

Type:       Pneumatic 

Manufacturer:      Honeywell 
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10  20  30  UO 


Ha-^f?" 


YOUNG -MAULDIN 
CAFETERIA 


FIRST     FLOOR 


33.3IO    SQ    FT    TOTAL 
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PF.PATRR,   RENOVATIONS.  AND  ADDITIONS  AS  OF  JANUARY  1,    1982 
YOUNG-MAULDIN  CAFETERIA 


Date 


Description 


1968  In  order  to  control  the  lines  of  students  eating  in  the 

cafeteria  along  with  keeping  them  out  of  bad  weather 
when  lining  up  for  meals,  inside  partitions  were  in- 
stalled around  the  perimeter  area  of  the  serving  rooms . 
This  work  was  done  by  the  maintenance  department 
of  the  University  out  of  cafeteria  reserve  funds. 

1970  Realizing  there  was  not  sufficient  cold  storage  within 

the  building,  two  outside  freezer  units  were  pur- 
chased out  of  cafeteria  reserve  funds. 

1980  With  constant  problems  developing  in  the  underground 

steam  lines  feeding  the  dishwashers  and  steam  kettles 
in  1979,   it  was  decided  to  abandon  these  lines  and 
bring  them  in  overhead.     Mr.  Jerry  Beasley,  engineer, 
Jackson,  Mississippi,  was  employed  to  establish 
plans  and  specifications.     The  successful  bidder  was 
Simpson  Air  Conditioning,  Inc.,  Cleveland,  Mis- 
sissippi, at  a  low  bid  cost  of  $  29,244.    With 
engineers  fees  added,  this  work  totaled  $  31,583 
to  come  out  of  reserve  funds  established  for  cafeteria 
operation. 

1980  The  State  Building  Commission,   under  SB  3048,   Laws 

of  1980,  authorized  the  installation  of  a  new  fluid 
applied  elastomeric  roof  on  Young-Mauldin  Cafeteria. 
The  contractor  was  Coatings  Application  and  Water- 
proofing Co.,  St.  Louis,   Missouri.     Brewer, 
Godbold,  Hansen  &  Dickson,  Clarksdale,  Mis- 
sissippi, were  the  architects  and  engineers.    The 
work  was  completed  during  the  summer  of  1981. 


Sq  Ft 
Added 


Cost 


$      2,200 


8,900 


31,513 


80,502 
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HISTORICAL  D/^TA  AS  OF  JANUARY  1,    Ib^ 


YOUNG-MAULDIN  CAFETERIA 


The  Young-Mauldin  Cafeteria  is  named  in  honor  of  the  late  Dr.  Albert  Leon 
Young,   Professor  of  Education  Emeritus,  and  Miss  Katie  Durelle  Mauldin, 
Registrar  Emeritus. 


Dr.  Young  was  one  of  eleven  teachers  and  ad- 
ministrative officers  on  the  staff  of  Delta  State 
Teachers  College  when  the  doors  were  opened  in 
1925.     He  served  as  teacher,  coach,  acting  dean, 
and  was  Head  of  the  Division  of  Education  and 
Psychology  when  he  retired  in  1958.     He  died  in 
1977  while  residing  in  Cleveland,   Mississippi. 

Miss  Mauldin  served  the  college  in  the  capaci- 
ties of  Dean  of  Women,  teacher  of  history,  and 
Registrar  from  1929  until  her  retirement  in  1961.    As 
Registrar,   Miss  Mauldin  kept  excellent  student 
records.     She  personally  checked  each  student's 
record  to  keep  him  or  her  from  duplication  of  courses 
and  qualified  for  scheduled  graduation. 

Unique  in  design,  Young-Mauldin  Cafeteria  accom.- 
modates  a  potential  enrollment  of  5  ,  000  students  .    The 
building  is  so  constructed  that  as  little  as  one-fourth 
of  the  dining  area  may  be  activated  at  one  time  .    The 
cafeteria  contains  four  general  dining  areas,  an  athletic 
dining  room  ,  and  a  private  dining  room  at  the  direction 
of  the  President.    The  kitchen  area  in  the  center  of  the 
building  is  air-cooled  and  completely  furnished  with 
the  most  modern  cooking,  dishwashing,  preparation, 
storage  ,  and  refrigeration  equipmentavailable  .    Funds 
for  the  building  were  appropriated  by  the  1962  Legislature. 


A.   L.  Young 


Katie  D.   Mauldin 


Formal  dedication  ceremonies  were  held  for  Bond- 
Carpenter  Dormitory,  Fugler-Hammett  Dormitory,  and  Young-Mauldin  Cafeteria 
on  April  28,    1966,   in  Young-Mauldin  Cafeteria  followed  by  open  house  in  the 
new  buildings.     The  Honorable  Walter  Sillers  ,  Chairman  of  the  Delta  State  Com- 
mittee of  the  State  Building  Commission,  presented  the  building;  acceptance  was 
made  by  Honorable  S.  R.  Evans,  Vice  President,  Board  of  Trustees,  Institutions 
of  Higher  Learning.     Mr.  Evans  introduced  Honorable  Carroll  Gartin,   Lieutenant 
Governor  of  Mississippi,  who  made  the  dedication  address.     Dr.   J.   M.  Ewing, 
President  of  Delta    State  University  ,  accepted  the  buildings  for  the  University. 
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HISTORICAL   MARKERS 


DELTA  STATE 
TEACHERS    COLLEGE 


Established  by  legislative 
act  in  1924  and  located  in 
Cleveland,  Mississippi,  on 
a  site  donated  by  Bolivar 
County.  First  session  began 
on   September   15.    1925.    — 


The  Mississippi   Department   of  Archives   and  History  has   as   a  project    the 
location  of  markers   throughout   the  state  which  keynote  and   thereby  record  his- 
torical  events    to   that   approximate   location.      The  majority   of   these  markers   are 
located  along  and  on  highway  right-of-ways.      The  Delta  State  University  is   the 
site  of  four  such  markers   on  its  Mississippi   Highway   #8   front. 

The  markers   above  record   the   founding  date   of  Delta  State   Teachers   College  in 
1924;    the   change  of   the  name   to  Delta  State  College   in  1955,    and   the  change   of 
the  name    to  Delta  State   University   in  March,    1974.      A  fourth  marker  records    the 
initial   revelation  of  The  Marshall   Plan,    a  post   World  War  II  plan  by   the 
United  States   of  America   announced  by    Under-Secretary   of  State,   Dean  Acheson, 
in   an   address    to  a   campus   Delta   Council   audience  on  May   8,    1947. 
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DELTA  STATE  COLLEGE 

•■  — -■*—/>   •• 

Established  as  Mta  State 
Teachers  Coliegc  by  act  of 
Legislature  in  1924  in 
Cleveland.  Miss.  Site  donated 
by  Bolivar  County  Officially 
opened  September  15,  1925. 
Present  name  adopted  in  1955. 


DELTA  STATE  UNlVERSITYl 


Established  as  Delta  State 
Teachers  College  in  1924.  Site 
donated  by  Bolivar  County. 
Officially  opened  September  15, 
1925.  Changed  to  Delta  State 
College  in  1955.  Present  name 
authorized  March  15,  1974. 
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THE    MARSHALL    PLAN 


pIl. 


A  plan  for  relief  of  postwar 
Europe,  suggested  by  Missis- 
sippi native  Will  Clayton,  was 


^^^3u^^2s9  r^^ 


1947,  by  Under  Secretary  of 
State  Dean  Acheson  at  a 
meeting  of  the  Delta  Council. 


i 
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Sunset  in  the  Delta 
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SUMMARY 


SQUARE  FOOTAGE  -  ALL  FACILITIES 


DELTA  STATE  UNIVERSITY 


Gross  Sq 

Assignable 

Other  Sq 

Classified  Areas 

Footage 

Sq  Footage 

Footage 

Academic  Facilities 

617,946 

490,432 

127,514    i 

Less  Facilities  Demolished 

-      5,514 

-      4,219 

-      1,295 

Net  Square  Footage,    1/1/1982 

612,432 

486,213 

126,219 

Residence  Facilities 

361,088 

259,332 

101,756 

Less  Facilities  Demolished 

-    38,886 

-    30,055 

-      8,831 

Net  Square  Footage,    1/1/1982 

322,202 

229,277 

92,925 

Service  Facilities 

281,397 

221,992 

59,405 

Less  Facilities  Demolished 

-    32,383 

-    27,258 

-      5,125 

Net  Square  Footage,    1/1/1982 

249,014 

194,734 

54,280 

Grand  Totals,  All  Facilities 

1,260,431 

971,756 

288,675 

Less  AH  Facilities  Demolished 

-      76,783 

-    61,532 

-    15,251 

NET  GRAND  TOTALS  ,  ALL 

FACILITIES,    1/1/1982 

1,183,648 

910,224 

273,424 
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